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Gorbachev meets UVic’s representatives 


Representatives of the University got a chance to inform former Soviet President Mikhail Gorbachev 
about U\ic during his visit to Vancouver on March 27 and to speak with him about possibilities for 
mutually beneficial scholarly exchanges. 

Top: Gorbachev listens to a luncheon presentation by Dr. Barry Glickman (reflected in the 
mirror behind Gorbachev), Director of the proposed UVic Centre for Environmental Health. 
Glickman is studying the blood of Russian cosmonauts to determine the genetic effects of prolonged 
exposure to radiation during space travel. 

Centre: Glickman and Gorbachev converse on board a yacht during a tour of Vancouver 

harbour. 

Bottom: UVic Vice-President Academic and Provost Dr. Sam Scully (centre) and Board of 
Governors Chairman Doug Enns engage Gorbachev in conversation. 

For further coverage , please see story on page 2. 


Community leadership 
winners to be honoured 


Four people who share a deep 
dedication to community service 
and academic excellence have 
been chosen to receive inaugural 
University of Victoria Commu¬ 
nity Leadership Awards. The 
awards will be made in three 
categories and will be presented 
at a special dinner at University 
Centre on April 17. This is a new 
date for the dinner which was 
originally scheduled for April 3. 
The UVic Alumni Association 
will also present its Distin¬ 
guished Alumni Award at this 
event. 

The awards selection commit¬ 
tee, comprised of on and off- 
campus members, chose the 
following recipients from the 
nominations they received by the 
Feb. 28 deadline. 

Howard Denike, the founder 
of the University of Victoria 
Concert Band and a life-long 
supporter of music festivals 
throughout the province, is the 
award recipient in the commu¬ 
nity category. He established 
UVic’s band in the University’s 
formative years and was later a 
part-time and full-time sessional 
in the School of Music. For over 
30 years, Denike taught music in 
elementary and secondary 
schools throughout Greater 
Victoria in addition to giving 
private lessons in clarinet, 
saxophone and music theory. 

He both played in the “pit” 
for numerous local productions 
and arranged the music being 
sung from the stage. His involve¬ 
ment in band clinics and music 
festivals throughout B.C., 
Saskatchewan, Manitoba and the 
U.S. explains why he’s known as 
“Mr. Music” in Victoria. 

Dr. Jennifer Waelti-Walters, 
co-founder of UVic’s Women’s 
Studies Program and former 
Chair of the Department of 
French Language and Literature, 
is one of two recipients in the 
faculty/staff category. Waelti- 
Walters came to UVic 24 years 
ago to teach in the French 
department, but in 1979 she 
created a new realm of academic 
study at the University when she, 
along with Drs. Patricia Tsurumi 
and Constance Rooke, organized 
the Women’s Studies Program. 

Waelti-Walters spent 11 of the 
subsequent 14 years as the 
program’s director. She worked 
tirelessly to ensure the fledgeling 
program received adequate 
support to grow and thrive even 
though it took nearly a decade 
before she received any course 
release time or financial recogni¬ 
tion for her work. This year, she 
saw her faith in the program 
recognized when the University 
established a major in Women’s 
Studies. Waelti-Walters fre¬ 
quently speaks to local groups 
and at local schools on feminist 
and women’s issues. 

The second recipient in the 


faculty/staff category is Nels 
Granewall, Manager of UVic’s 
Student Financial Aid Office. 
Granewall has a well-deserved 
reputation on campus for his 
commitment to supporting 
students in overcoming financial 
barriers to higher education. Yet, 
he is less known for his volun¬ 
tary work that enables students to 
study abroad. Through his efforts 
on behalf of Rotary International, 
the United World Colleges, the 
Queen Elizabeth II British 
Columbia Centennial Scholar¬ 
ship Committee and initiatives of 
his own, over 200 students have 
participated in international 
exchanges over the past two 
decades. 

On campus, Granewall’s 
tenacious belief in making 
education available to as many 
qualified students as possible has 
been recognized by those he’s 
helped over the years. The class 
of 1974 named him their Honor¬ 
ary Graduate and, a decade later, 
the class of 1984 established the 
Nels Granewall Bursary Fund to 
mark UVic’s 21st anniversary. 

Fourth year visual arts student 
Wendy Hargraves is the award 
recipient in the student category. 
The President of the Visual Arts 
Student Committee and a 
member of the Faculty of Fine 
Arts Festival Committee, 
Hargraves also finds time to 
serve as the costume mistress for 
the children’s performance group 
KIDCO. She also volunteers her 
time as a teacher at nearby 
Monterey Elementary School. 

Dr. Harry Hickman, who 
served as UVic’s first acting 
President, is the recipient of the 
Distinguished Alumni Award. 

His outstanding academic career 
was recognized in 1978 through 
the conferring of an Honorary 
Doctor of Laws degree from 
UVic. 

University builder and former 
Victoria mayor, the late Richard 
“Dick” Wilson, will also be 
honoured at the dinner. Wilson 
chaired the University Building 
Fund of Victoria College and 
guided its successful fund-raising 
campaign in 1960. His opinions 
were influential in selecting the 
Gordon Head as the site for the 
University campus and, when 
UVic was established in 1963, 
Wilson was appointed to its first 
Board of Governors. He and his 
widow, Elizabeth, were instru¬ 
mental in the establishment of 
the University Finnerty Gardens. 


UVic faces financial adjust¬ 
ments this year in the face of 
the recent provincial gov¬ 
ernment announcement that 
there will be no additional 
funding for inflation or for 
general increased enrol¬ 
ments. Please see page 3. 

















Student prisoner asks that educational 
program initiated by UVic be saved 

Risk of recidivism for participants far lower—Correctional Service study 

I would like to voice the strongest possible objection to the decision of the Correctional Service of Canada 
to cancel post secondary programs in Federal Prisons. It might interest your readers to know that the Simon 
Fraser University Program at William Head Institution was initiated by the University of Victoria under the 
ouidance of the late Dr. J. Douglas Ayers. The program that Dr. Ayers and his colleagues built developed into 
The most innovative educational project in prison education. There have been efforts to emulate it both 
elsewhere in Canada and abroad, and the basic model developed under the aegis of UVic has stood the test 
of time as an international path breaker. In 1980, UVic hosted a National Conference on Prison Education 
that focused on the university program while bringing the whole issue of prison education into the spotlight. 
These efforts were continued by SFU, with a remarkable continuity of program quality and staff, into the 
1990s. The International Correctional Education Conference in Vancouver in 1990 marked the apogee of the 
program’s influence and continuing relevance. 

In spite of an unprecedented level of success (21 years—unheard of in the fickle history of correctional 
programming), this Made-In-Canada program has been canceled, ‘officially’ due to budget cuts but actually 
parTof a transfer of resources from education in general to industrial programs, which have a track record 
of failure In 1983 the Federal Government also attempted to axe the program, but an heroic effort by UVic 
led to an overturning of the decision. Students, staff and friends of the program will fight this current decision 
as well. I would urge that the UVic community join us in helping us to quash this arbitrary and impulsive act. 

As a prisoner-student in the 11th year of a sentence in which I have attained a B.A. in Psychology, a separate 
2-year Certificate in Health and Fitness, and all but the final credits towards completion of an M.A., I can 
speak with some authority of the benefits of university education within prison walls. Although credits are 
accumulated and degrees obtained while serving sentences, this is not the primary purpose of the program. 
Hundreds of prisoners have used their university education through UVic and SFU to achieve other 
educational goals, enhance their employment opportunities, enrich their personal lives and address their 
‘criminogenic needs’-as espoused in the jargon of the Correctional Services own Mission Statement and 
the recently released Corrections and Correctional Release Act (Bill C-36). And, in the words of the 
Correctional Service itself, “In a post-release study (of former inmate-university students)...the risk of 
recidivism for persons who participated in that program was only one-quarter the risk for those who 
participated in other programs.” Surely, reduced recidivism should be the primary goal of the Correctional 
Service (?), however, apparently this is not to be the case, despite the Service s mandate. 

Please write letters of support either to your Member of Parliament or the Solicitor-General of Canada, do 
the House of Commons, Ottawa, Ontario (no postage required). 


P. Kelly, M.A. Candidate 

School of Physical Education, University of Victoria 


Gorbachev briefed on UVic connection 


UVic has benefited from schol¬ 
arly exchange with Russia and 
looks forward to expanded 
contacts between faculty 
members and students and their 
counterparts in Russia. That was 
the message delivered to former 
Soviet President Mikhail 
Gorbachev by UVic Vice- 
President Academic and Provost 
Dr. Sam Scully at a shipboard 
luncheon in Vancouver harbour 
March 27. 

Scully, pinch-hitting for UVic 
President Dr. David Strong who 
was ailing, was joined by Board 
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of Governors Chairman Doug 
Enns and Dr. Barry Glickman 
(Biology) from UVic at the 
affair, which was hosted by the 
Vancouver Port Corporation and 
included representatives from 
BCIT, SFU, UBC, the Univer¬ 
sity of Northern British Colum¬ 
bia, and the Open Learning 
Agency. 

In his formal presentation to 
Gorbachev, Scully outlined 
several UVic initiatives relating 
to sustainable development, 
mentioning established UVic 
relationships with Russian 
institutions and researchers and 
stressing possibilities for future 
contacts. Scully’s remarks 
covered the Centre for Sustain¬ 
able Regional Development, the 
Institute for Integrated Energy 
Systems, the Centre for Earth 
and Ocean Research (CEOR) 
and School of Earth and Ocean 
Sciences (SEOS), the Depart¬ 
ment of Geography, the Gradu- 


Quote 

“I cannot forecast to you 
the action of Russia It is a 
riddle wrapped in a 
mystery inside an 
enigma ” 

—Winston Churchill 
(1874-1965) 

Broadcast talk, Oct. 1, 1939 


ate Centre for Forest Biology, 
and the proposed Centre for 
Environmental Health (CEH). 

UVic’s Russia connections 
include recent visits to CEOR by 
senior Russian oceanographic 
administrators and student and 
postdoctoral exchanges by 
SEOS. In the Geography 
Department, a PhD student is 
conducting research on the 
management of Russia’s national 
parks, a co-op student has 
worked a term at Moscow State 
University, and the Department 
played host to the head of that 
University’s Department of 
Biological Geography. 

Glickman, Director of CEH, is 
studying the blood of Russian 
cosmonauts to determine the 
genetic effects of prolonged 
exposure to radiation in space. 

Scully’s speech and back¬ 
ground information on these 
UVic centres and departments, 
including the Department of 
Slavonic Studies, were provided 
to Gorbachev in Russian 
translation done by UVic 
Slavonic Studies student Oleg 
Minin. 

Gorbachev’s visit to Vancou¬ 
ver, which included the luncheon 
and a dinner at which UVic also 
had a presence, were arranged 
by Science World. Proceeds 
generated by Gorbachev’s visit 
will benefit Canadian and 
Russian charities, including 
Science World, and foster future 
academic activities in the area of 
Canada-Russia relations. 



Surprise champagne good-bye for prof 

The last day of classes on April 2 marked the end of Dr. Charles 
“Mike” Doyle’s teaching career after 25 years as a member of the 
English faculty. At the start of his last class, English 570: Studies in 
American Literature, Doyle was presented with a bottle of cham¬ 
pagne with helium-filled balloons attached to it, wishing him a 
happy retirement. He officially retires on June 30,1993, at the age 
of 64. _ 


Garden Friends to hold 
spring tea and tour 


The University of Victoria 
Finnerty Garden Friends and 
Buildings and Grounds staff 
have been working earnestly for 
several years to make the UVic 
Finnerty Gardens the jewel in 
the campus’s gardening crown. 
The public is invited to visit 
these special gardens on Sunday, 
April 18, for a Spring Garden 
Tea and Tour. 

The 90/30 Anniversary event 
gets underway at 1 p.m. in the 
Memorial Gardens area, near the 
Interfaith Chapel entrance to the 
Gardens, and goes through to 4 
p.m. Tea, coffee and baked 
goods will be sold for $1 by the 
UVic Retirees Association. 

Gardening experts will be on 


through the Gardens to point out 
the many special plants and 
features of the site. The Gardens 
are becoming well known for 
their collection of species and 
hybrid rhododendrons and 
azaleas, along with a wide 
assortment of companion 
annuals and perennials. A 
network of walkways meanders 
around ponds, bog and rock 
gardens, and eye-appealing 
flower beds, trees and shrubs. 

The event has been organized 
to show the Gardens during the 
peak of their spring bloom. 
Everyone is invited to attend. 
Admission to the Gardens, 
located near the Henderson 
Road entrance to the campus, is 
free. 


Limits set on Convocation tickets 


Tickets for several of this 
spring’s Convocation ceremo¬ 
nies are at a premium due to a 
record number of graduates and 
an unusually high response by 
those planning to attend. De¬ 
grees will be conferred on 2,260 
students during five separate 
ceremonies from May 27 to 
29—an increase of 400 students 
over last spring’s Convocation. 

Traditionally each student is 
entitled to three tickets, but 
within five days of distributing 
the 1993 Convocation packages, 
the Ceremonies Office realized it 
would have to change its policy. 

“Demand for the Thursday 
ceremony was normal but 
demand was exceptionally high 
for the Friday ceremonies,” says 
Ceremonies Manager Helen 
Kempster. “We had to make a 


decision and limit each student 
to two tickets to ensure there 
would be enough for everyone.” 

The two-ticket policy is in 
effect for the remaining ceremo¬ 
nies. The Ceremonies Office has 
not ruled out adjusting the 
Convocation schedule so that 
some of the students in high 
demand faculties, like Arts and 
Science, graduate with faculties 
where demand for tickets is less. 

“It means we might have to 
split up some classes,” admits 
Kempster, “but at least more 
guests will be able to attend.” 

Ceremonies hasn’t yet sent 
out its Convocation invitations 
to UVic’s faculty members. 
Their access to guest tickets has 
been curtailed until Ceremonies 
can re-assess the situation. 
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Ttud&ct *93 — 

The Challenge to UVic of 
‘Doing More With Less’ 


Finance 


By Bob Worth, Acting Vice-president, 

The University has been officially 
advised that the 1993-94 base operating 
grant from the Ministry of Advanced 
Education, Training and Technology of 
$94,488,831 includes partial funding of 
scheduled undergraduate and graduate 
enrolments in the School of Business but 
no additional funding for inflation or 
other increased enrolments. A preliminary 
forecast of the increase in operating 
revenues, including the increased provin¬ 
cial funding and the tuition fee increases 
approved in March by the Board of 
Governors, totals $3,600,000 compared 
with increased committed expenditures of 
$3,900,000. This potential $300,000 
operating deficit is not permitted under 
the Universities Act and is calculated 
before including any provision for salary 
or non-statutory benefit improvements. 

The provincial government has also 
indicated reduced non-recurring funding 
for the start-up of the School of Business, 
our Partnership with university colleges, 
the Teacher Education Expansion Pro¬ 
gram and a decision to treat as only a one- 
year subsidy the $439,000 received in 

1992- 93 as partial compensation for 
suspending that year’s previously ap¬ 
proved tuition fee increase. 

One source of increased funding relates to 
pay equity adjustments targeted at 
reducing gender wage gaps. Subject to 
formal approval of our recently submitted 
pay equity adjustments proposal, UVic 
will receive $360,000 as a base increase 
in 1992-93 and a further $240,000 in 

1993- 94 for a total of $600,000. These 
amounts will represent only salary 
increases with associated benefit costs 
being the responsibility of the University 
and employees. 

The University Matching Program will 
continue at a funding level of $10 million 
per year through the eight years from 
1992-93 to 1999-2000. The University of 
Northern British Columbia will now share 
in this $10 million with UBC, SFU and 
UVic. 

Recognizing the tendency at other North 
American universities to defer plant 
maintenance as a cost reduction measure 
during periods of restraint, the Minister 
intends to significantly increase the 
funding for minor capital projects which 
are funded apart from the base operating 
budget. 


Government Focus 

Despite several references in Budget ’93 
to creating jobs, investing in people and 
the critical roles of universities, colleges 
and schools in better preparing students to 
meet the global challenges of the 21st 
century, the modest 3 per cent increase in 
the Ministry of Advanced Education, 
Training and Technology budget more 
accurately reflects fiscal restraint in 
reducing the annual provincial deficit while 
coping with reduced federal transfer 
payments in health, education and income 
assistance. The accompanying table (see 
below) illustrates the adverse consequences 
from the spiralling costs of welfare and 
financing the accumulated provincial debt. 

Most of the 3 per cent increase within the 
Ministry of Advanced Education, Train¬ 
ing and Technology is to provide 2,800 
new student spaces, including significant 
financial support for the University of 
Northern British Columbia and a new 
college campus serving Langley, Surrey 
and Richmond. Of the 2,800 funded 
enrolments, UVic has received 120 
undergraduate and 30 graduate spaces in 
the School of Business, with UBC and 
Simon Fraser sharing 325 undergraduate 
but no graduate spaces. 

Ministry Expectations 

In a letter to Board of Governors’ Chair 
Douglas Enns, and copied to the presi¬ 
dents of our several employee groups, 
Minister Tom Perry states that “govern¬ 
ment has no intention of infringing on 
institutional autonomy” but goes on to 
outline six of the “changes that need to be 
considered”: 

1. Maintain or increase the ratio of actual 
to budgeted enrolments. 

2. Develop a strategy and process before 
September 1993 to ensure that students 
unable to get all of their preferred course 
offerings at UVic are made aware of open 
learning courses offered by UVic and 
elsewhere, including the Open Learning 
Agency. 

3. To avoid delays in program comple¬ 
tion, improve access to upper level 
courses requisite for graduating students. 

4. Provide improved access to college 
transfer students, possibly by using a quota 
system. 


5. Broaden recognition of previous 
learning experience in the transfer of 
credit from other institutions and “provide 
for greater flexibility in instructional 
practice and curriculum.” 

6. Develop an accountability framework 
for discussion with the Minister in 
September 1993 which will demonstrate 
to the public whether or not taxpayer 
monies entrusted “to universities who 
have traditionally enjoyed a level of 
autonomy much higher than others 
providing service to the public” are being 
well spent. 

In order to promote creative and innova¬ 
tive approaches “to meet increased 
demands for post-secondary educational 
services with minimal or no additional 
financial resources”, $1,000,000 has been 
reserved for the four universities to 
encourage innovative practices in promot¬ 
ing system renewal. Improved course 
delivery through distance education and 
alternatives to traditional lecture and lab 
formats may receive priority for such 
funding. 

One would hope that the absence of any 
reference to graduate students and the 
university’s critical role in creating new 
knowledge through research is an unin¬ 
tended and temporary oversight of a 
government responding to constituency 
pressures for larger undergraduate 
admissions to universities in a province 
with one of Canada’s lowest post¬ 
secondary participation rates. 


UVic Response 

It is clear that in preparing the 1993-94 
budget and in planning ahead for the next 
several years of anticipated continued 
fiscal restraint that each of the University 
administration, faculty, support staff and 
students must accept a ‘doing more with 
less’ reality. Quoting again Minister Tom 
Perry: “All proposals for new expendi¬ 
tures and, in particular, the structure of 
any proposed contract settlements must 
be reviewed carefully to ensure they are 
affordable.” 

Each faculty and administrative depart¬ 
ment is now actively engaged in assessing 
how budgets can be reduced without 
eroding educational quality or discontinu¬ 
ing critical services. 


Provincial Expenditures in 93-94 Budget Estimate (in millions of dollars) 



92-93 

93-94 

Increase 

Ministry of Advanced Education, 
Training & Technology 

$1303 

$1342 

$39 

3.0% 

Ministry of Health 

5939 

6195 

256 

4.3% 

Ministry of Education 

3590 

3663 

73 

2.0% 

Ministry of Social Services 

2389 

2837 

448 

18.6% 

Cost of financing provincial 
debt 

795 

988 

193 

24.3% 

All other ministries 

3964 

3970 

6 

— 

Total expenditure 

$17980 

$18995 

$1015 

5.6% 



Teo 


Mary-Anne Teo 
elected to Board 
of Governors 

UVic chemistry graduate Mary-Anne Teo 
is the newly-elected non-faculty member 
of the UVic Board of Governors. She won 
the March 29 election to the BoG with 
256 votes out of 518 votes cast from an 
eligible field of 1,001. 

Teo is employed in the UVic Chemis¬ 
try Department as assistant storekeeper- 
sciences and, while in this position, has 
instructed a first year laboratory course in 
chemistry for three terms. 

Bom in Singapore, Teo came to 
Canada in 1976, arriving first in Port 
Albemi. She graduated from UVic in 
1987 with a BSc and, for two and one- 
half years, worked as an analytical 
chemist in Sidney, B.C. before returning 
to campus as an employee and member of 
CUPE 951. In 1989 she registered as a 
student with the program in Business 
Administration offered through Univer¬ 
sity Extension and, on a part-time basis, 
earned her certificate. 

“I basically want to have an effective 
voice for non faculty staff. I think it’s 
very important for us to take a pro-active 
stance,” says Teo. 

Once she has taken her seat on the 
board, Teo plans to contact the associa¬ 
tions representing non faculty staff at 
UVic and to maintain an open door 
policy—“I think that’s very important.” 

The new board member is involved 
with the women’s caucus on campus, is 
currently a member of the President’s 
Advisory Committee on Employment 
Equity, and was the CUPE 951 repre¬ 
sentative to the President’s Committee on 
Employment Equity. 


University of Victoria 
Finnerty Garden Friends 

Annual Spring 
Plant Sale 

Sunday, May 2,1993 
10 a.m. to 1 p.m. 
UVic McKinnon Gym 

Come out and shop at one of 
the most popular 
and best-stocked plant sales 
around! 

Free admission. 

Plan to get there early! 

VISA, MasterCard and 
cheques accepted. 

All profits go to the UVic 
Finnerty Gardens. 


















New texts with Native art dispel misleading stereotypes 



Zuk and one of the prints included in his new two-textbook art 
education program . 


By Patty Pitts 
School children seldom get 
beyond the stereotyped image of 
North America’s Aboriginal 


people when they open their 
textbooks. Visual portrayals 
usually include buckskin-clad 
warriors paddling through 


Canada’s wilderness or attacking 
a circle of covered wagons in the 
American Southwest. References 
to Aboriginal art are fleeting. 

That’s about to change with 
the publication of Art First 
Nations—Tradition and Innova¬ 
tion , a new two-textbook art 
education program by Dr. Bill 
Zuk and Dr. Don Bergland (Arts 
in Education). Some of the 
images in the 40 high-quality 
prints that accompany the books 
reflect the struggles and pain 
experienced by the Aboriginal 
people since the European 
settlers came to their homeland. 
The images were included at the 
insistence of the project’s 
Aboriginal advisors. 

“They wanted to dispel some 
of the romantic stereotyping of 
Aboriginal people,” says Zuk. 
“The publishers (Art Image 
Publications) were persuaded 
that the images reflect current 
issues and concerns.” 

The prints that accompany the 
textbooks are presented in pairs, 
offering students the opportunity 
to see how contemporary 
Aboriginal artists have adapted 
older traditions into their draw¬ 
ings, paintings, carvings, prints 
and sculpture. The textbooks 
offer the expected explanations 
of the history, esthetic values and 
production techniques of the 
variety of art forms and then 


encourage their young readers to 
apply the techniques demon¬ 
strated by the contemporary 
artists to create their own works. 

“Students can apply the act of 
innovation to other aspects of 
their life as well,” says Zuk. “If 
children come to some under¬ 
standing of the importance of 
innovation, then they can go on 
to creatively apply these ideas in 
daily problem solving.” 

The textbooks are of special 
interest to indigenous people 
who served as consultants to Zuk 
and Bergland throughout the 
project’s development. Not only 
will the books instil pride among 
Native students for the artwork 
of their ancestors and contempo¬ 
raries, they will introduce Native 
art to non-Native children. 

While this project is Zuk’s 
first to have such wide circula¬ 
tion (the bilingual publishers 
have offices in Canada, the 
United States and France) it’s far 
from his first collaboration with 
Aboriginal people. Early in his 
teaching career he spent several 
years in Fort Chimo, now 
Kuujjuaq, in Quebec’s Ungava 
district, in Igloolik, Northwest 
Territories and in Hartley Bay, a 
remote Tsimshian village on 
B.C.’s coast. 

“It began as an adventure and 
made me want to see other parts 
of the country,” remembers Zuk. 


“I felt I was gaining so much. I 
learned to speak Inuit and 
Tsimshian. My interest in 
Aboriginal art was always there. 
The idea of pursuing cross- 
cultural education research 
evolved from that.” 

Later, as a member of the 
faculties of both the University 
of Alberta and the University of 
Manitoba, Zuk developed 
curriculum materials that could 
be adapted to First Nations 
cultures in northern communi¬ 
ties. In 1973, UVic invited him to 
head up its new Native Indian 
Language Diploma Program 
which he co-ordinated for four 
years. 

“The University was looking 
at ways to record Native lan¬ 
guages in writing and examine 
ways of preparing instructional 
materials,” says Zuk. “I worked 
with many elders. They were 
fine, wise people. It was a 
wonderful experience.” 

In researching his latest 
project, Zuk relied heavily on the 
extensive library he has acquired 
throughout his career and on the 
experience of his partner, 
Bergland, who has also taught in 
northern B.C. 

“He’s creative, energetic and 
sensitive,” says Zuk of his 
collaborator. Together, they 
completed the project in just over 
a year. 


Derek Sewell published posthumously in new publication 


Before his death five years ago; 
the research of Dr. Derek Sewell 
of the UVic Geography Depart¬ 
ment had earned him the reputa¬ 
tion of a world authority on 
water and other resource-related 
issues. At the time of his unex¬ 
pected death, Sewell left an 
incomplete manuscript dealing 
with the expanding influence of 
Canadian and American provin¬ 
cial officials on transboundary 
water issues. 

This document, updated and 
completed by some of Sewell’s 
colleagues, now appears in a 
pioneering volume dedicated to 
Sewell’s memory titled Advances 
in Resource Management: 
Tributes to W.R. Derrick Sewell. 
The 366-page hardcover book 
has been edited by Dr. Harold 
Foster who writes the opening 
prologue honouring Sewell. It 
was designed and typeset in the 
Geography Department Graphics 
Shop and has been published by 
Belhaven Press of London. 

The posthumously-published 
chapter by Sewell focuses chiefly 
on mechanisms used in attempts , 
to resolve Canadian-United 
States conflict over the Skagit 
Valley, the Columbia River 
Treaty, the Garrison Diversion 
proposal and acid precipitation. 
“You could say it is Derek’s last 
publication,” says Foster, who 
worked for 20 years alongside 
Sewell in the Geography Depart¬ 
ment. 

The other 12 chapters of the 
new publication have been 
written by prominent researchers 
from around the world who 


knew, and in many cases worked 
with, Sewell. They present and 
evaluate approaches to the 
management of a wide range of 
renewable and non-renewable 
resources. 

Among the contributors is 
Prof. James E. Windsor of the 
College of New Caledonia, who 
writes about Water Diversions 
and Export: Threat or Opportu¬ 
nity? Windsor discusses existing 
water diversion schemes and 
Canada’s reaction to the United 
States demand for Canadian 
water. 

UVic geographer Dr. Stephen 
Lonergan, Director of the Centre 
for Sustainable Regional Devel¬ 
opment, reviews water and 
security in the Middle East. 
Lonergan demonstrates that 
water already has played a key 
role in military decision-making 
in the area and that its signifi¬ 
cance is likely to increase as the 
per capita availability of this 
resource declines. 

The chapter written by Foster 
examines human health in a 
changing milieu, pointing out 
that as acid rain intensifies and 
ozone decline, the incidence of 
numerous disorders such as 
Alzheimer’s disease, 
osteoporosis and cancer can be 
expected to increase. 

Geographer Dr. Peter Keller 
of UVic discusses why geo¬ 
graphical information systems 
(GIS) frequently fail to deliver 
their promised benefits in 
resource management, and 
appeals for better communication 
between designers and end-users 


and a more realistic approach to 
the capabilities of the systems. 

Dr. Mike Edgell, Chair of the 
UVic Geography Department, 
and UVic geographer Dr. Orland 
Wilkerson discuss the value and 
limitations of paradigm research 
in environmental management. 
They focus on the New Environ¬ 
mental Paradigm Scale which 
measures the extent of belief in 
such factors as the intrinsic value 
of nature, the need for benign 
technology and non hierarchial 
social structures—indicating how 
devoted people are to a new 
social order. They discuss its use 
in predicting reactions to wolf 
control programs and other 
resource management strategies. 

Dr. Colin Wood and Stewart 
Sawin, both of UVic, review 


resource management issues in 
lesser developed countries, 
emphasizing the tropical defor¬ 
estation problems of Thailand. 
They demonstrate that the use of 
appropriate technology in tea 
curing might have a significant 
mitigation effect on forest loss 
and associated disasters. 

Other chapters are by Dr. 
Bruce Mitchell of the University 
of Waterloo Geography Depart¬ 
ment, Timothy O’Riordan of the 
B.C. Ministry of Environment 
and Jonathan O’Riordan of the 
University of East Anglia in 
Great Britain, Dr. J.T. Coppock 
of the University of Edinburgh 
Geography Department, Dr. 
Jillian Dunn of the University of 
Canberra Faculty of Communi¬ 
cations, Dr. W.J. Maunder of the 


Atmospheric Environmental 
Service of the Canadian Climate 
Series, and Dr. Sandy McLellan 
of the University of Waterloo 
Geography Department. 

The epilogue of the publica¬ 
tion, by University Archivist 
Chris Petter and librarian Paul 
Lukaszek, discusses the contents 
of the W.R. Derrick Sewell 
Archives at UVic, a valuable 
research resource. 

Royalites from the sale of 
Tributes to W.R. Derrick Sewell 
will help to swell the Derek 
Sewell Scholarship Fund, which 
is assisting graduate UVic 
geography students specializing 
in resource management. Copies 
of the book can be ordered 
through local bookstores. 



University of Victoria 
Graduating Visual Arts 
Student Exhibition 
will be held 
April 13-24. 

The opening is April 13, 

8 p.m. to 11 p.m. 

The location is Windsor Court 
633 Courtenay St., 
Victoria, B.C. 
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Health and heart disease among the Hutterites 

School of Nursings Howard Brunt helps Albertas Hutterite colonies prevent heart disease. 



Dr. Howard Brunt (Nursing ), centre , interviews a Hutterite couple about their risk factors for heart disease. 


By Robie Liscomb 

HE HUTTERITES are 
members of a devout Ana¬ 
baptist sect who live on 
communal farms in the Great Plains 
of Alberta and the United States. 
They practice high-tech farming, 
eschew television, radio and 
newspapers, and have remained 
genetically isolated for the past 
century. 

They also rate extremely high in 
risk factors for heart disease, as Dr. 
Howard Bmnt (Nursing) discovered 
five years ago when he began his 
ongoing research program among 
Albertas Hutterite colonies. His 
work has led from measuring the 
prevalence of risk factors among this 
unique at-risk population to helping 
devise community health programs 
to reduce their risk of heart disease. 
Brunts research is not only adding 
to our knowledge of cultural and 
genetic factors in heart disease, but 
it may also serve as a model for 
community health screening and 
treatment programs in other 
culturally sensitive settings. 

Bmnt was working on his PhD 
in epidemiology at the University of 
Calgary when he first began 
studying the Hutterites. Teaming up 
in 1988 with Dr. Edgar J. Love of 
the Department of Community 
Health Sciences at the University of 
Calgary, Brunt gathered medical 
histories and lifestyle information 
and measured the blood pressure, 
cholesterol, blood sugar, height and 


weight of 811 Hutterites on 38 
colonies in Alberta. 

He found that the Hutterites 
had between two and four times the 
incidence of high blood pressure 
among the Canadian population in 
general. Their prevalence of elevated 
body mass index—a measurement 
indicating the percentage of body 
fat—was about twice the Canadian 
average, and they had 1.5 to 3 times 
the average incidence of elevated 
cholesterol. The study suggested 
that low levels of exercise, a diet 
high in calories, obesity, and 
perhaps genetic factors might 
explain the high levels of hyperten¬ 
sion and hyperlipidemia among the 


Hutterites, and that culturally 
relevant health promotion 
programs might help. 

About a year and a half later, in 
order to evaluate the impact of 
their earlier screening program, 
Bmnt and Love surveyed the 
Hutterites that had hypertension. 
The questionnaires showed a 
remarkable effort among the 
Hutterites to deal with the 
problem. Three-quarters had had 
their blood pressure tested at least 
twice since the original study; 
more than a third had lost weight 
in order to lower their blood 
pressure; nearly two-thirds had 
reduced their salt intake; about 


half had reduced their alcohol 
intake; and nearly a third had either 
started or adjusted their antihyper¬ 
tensive therapy. 

In 1990, Bmnt received a major 
grant from Health and Welfare 
Canada to conduct a more in-depth 
investigation of 20 more Hutterite 
colonies. This study confirmed his 
earlier findings and provided more 
insight into the role of genetics in 
hypertension and hyperlipidemia. 

As his research plans for studying 
the Hutterite community have 
developed, and as the Hutterites 
themselves seek assistance in health 
promotion, Bmnt finds that he is 
moving away from his original 


epidemiological approach and more 
into a community health nursing 
role. While he has an ongoing 
collaborative relationship with 
molecular and population geneti¬ 
cists studying the Hutterites, he is 
also collaborating with four 
Hutterite colonies and serves as a 
consultant with Alberta community 
health units in an attempt to 
introduce some culturally sensitive 
modifications in the diet of the 
Hutterites. 

Brunt’s plans for further research 
include a collaborative project with 
medical anthropologist Dr. Peter 
Stephenson (Anthropology) to 
conduct an ethnographic study 
aimed at determining why some 
Hutterite colonies have succeeded 
in making changes in their diet 
while others have not. Brunt has 
also recendy received a SSHRC 
grant to study the relations between 
Hutterite religious beliefs and their 
attitudes to health issues. 

a It was difficult at first to gain 
acceptance as a researcher in the 
Hutterite community,” says Brunt. 
“It took me about a year. I found 
the Hutterites very co-operative and 
concerned about the health issues I 
have been studying. It was very 
important that they saw potential 
value to themselves in what I, as an 
outside researcher, was trying to do 
and that I am committed to 
working with them—in a collabora¬ 
tive way—over a long term.” 



Research helps pulp m ill s recover chemicals 


By Patty Pitts 

E conomics rather than 

environmental concerns was 
f the catalyst for a recendy 
concluded three-year research 
project between MacMillan Bloedel 
and Dr. Tom Fyles (Chemistry) but 
the end result will be cleaner, more 
efficient pulp mill operation. 

Fyles was challenged to develop 
technology to enable pulp mills to 
recover the hydrogen peroxide used 
to brighten pulp from mechanical 
pulping. This process offers a more 
efficient use of wood products than 
Kraft chemical pulping. 

“MacBlo was decomposing the 
hydrogen peroxide before using the 
pulp,” says Fyles. “but there’s an 
economic cost, because hydrogen 
peroxide is considered an expensive 
chemical. Its to the mill owners’ 
benefit to recover the chemical and 
re-use it.” 

Financed through a B.C. Science 
Council grant awarded to MacBlo, 
Fyles and his assistants started 
experimenting with membranes, 
trying to develop a process that 
would withhold the hydrogen 
peroxide while allowing the 
discharge of the excess water used in 
the pulp-making process. The team 


discovered that the introduction of 
sodium hydroxide charges the 
hydrogen peroxide and prevents it 
from passing through the chosen 
membrane or filter. The membranes 
Fyles was working with were far 
from the kinds of filters sold for 
household use. 

“The diameter of a grain of sand 
is about 100 microns,” he explains. 
“Most bacteria measure about one 
micron. Charged hydrogen perox¬ 
ide is slightly less than a third of a 
nanometer—about one thousandth 
of a micron.” 

With the discovery of a method¬ 
ology and a membrane, Fyles and 
his team used a prototype about the 
size of a pressure cooker to demon¬ 
strate the process to impressed 
MacBlo officials. It resulted in a 
patent being assigned to MacMillan 
Bloedel in February, 1991, with the 
stipulation that UVic share in the 
proceeds of any commercial 
exploitation. Yet Fyles realized his 
work was just beginning. 

“Its a long way from 50 ml to 
the amount of liquid handled in the 
day-to-day operations of a pulp 
mill,” he says. “Mills use 10 to 50 
cubic metres of water per ton of 


pulp. MacBlos mill at Powell River 
produces 640 tons of pulp each day. 
An operation like that results in 
enough hydrogen peroxide effluent 
daily to fill the equivalent of the 
McKinnon pool.” 

Intensifying the problem was the 
highly reactive nature of hydrogen 
peroxide. It required nearly two 
years of adjustment to find the right 
membrane match-up to take the 
prototype to the stage where it 
could confidendy be offered as 
likely technology for a high-volume 
pulp mill. 

“Originally we were running half 
a ml of liquid a minute,” says Fyles 
of the maze of pipes and valves that 
occupies a corner of a lab in the 
Elliott building. “Now we can run 
500 ml a minute. We’ve tested it 
against more and more realistic 
conditions.” 

Ironically, planned technological 
changes at MacBlos mills needed to 
accept the new technology didn’t 
keep pace with the progress of Fyles 
and his team. Since the original 
agreement between the forest 
company and UVic specified that a 
commercial application be found 
for the new technology, MacBlo 



Fyles and his hydrogen peroxide filtering apparatus 


sought another partner for the 
agreement and found one in 
DuPont Chemicals. The company 
officially became part of the project 
last November. 

DuPont supplies hydrogen 
peroxide to pulp mills in Alberta 
using mechanical pulping. The 
company will finance the experi¬ 
mentation needed to advance the 
existing technology to the point 
where it can be used in a mill. Fyles 


is confident his research will meet 
the test. 

“Economically it looks fine. 
Technically, it looks good,” says 
Fyles of the technology he helped 
develop. “DuPont and MacMillan 
Bloedel could realize monetary 
benefits from it in two to five 
years.” 

Those benefits could extend to 
UVic as well when royalties on the 
technology are paid. 
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G rant Application Deadlines 

For grants with deadlines between May 1 & September30, 1993 

All applications must be approved by the Department Chair and Dean and be received by 
Research Administration two weeks prior to the granting agency deadline. 


Regular Application Deadlines 

1. March 1 for UVic Research Grants and SSHRC General Grants 

2. May 1 and October 1 for SSHRC International Conference Grants 

3. May 1 for NSERC Strategic Research and Equipment Grants 

4. January 10, April 10, September 10 for BCPRC Scholars to China Travel Grant Program 
3. January 10, April 10, September 10 for BC Asia Pacific Scholars Awards 

6. May 1 and November 1 for Science Council of BC Technology BC Grants 

7. March 1 and September 7 for BC Health Research Foundation Core program Grants 

8. April 1, July 1, or November 1 for Research Grants in Lieu of Salary (RGLS) applica 
tions. Presendy these grants are only available for those people going on study leave or 
administrative leave 


MAX BELL 
FOUNDATION 

The Foundation focuses its grant- 
making efforts on projects having 
substantial impact in promotion of 
health care, enrichment of Cana¬ 
dian expertise and understanding of 
Asian Pacific issues, and advance¬ 
ment of expertise within the health 
and environmental sciences in 
relation to Veterinary Medicine. 
Value: Varies depending on project 
Duration: V aries depending on 
project 

Tenable: Canada 

Area of Study: Health Care, Canada 
and Asian Pacific, and Veterinary 
Medicine 
Deadline: Open 

Copies Required by Agency: Original 
Additional information is available 
from the Office of Research 
Administration or contact: 

Max Bell Foundation 

Suite 1211-150 King Street West 

P.O. Box 66 

Toronto, Ontario 

M5H 1J9 

Tel: (416) 348-8896 
Fax: (416) 598-2954 


BRITISH COLUMBIA 
HEALTH RESEARCH 
FOUNDATION 

Health Services Research — 
Conferences and Workshops 
Grants are available to support the 
cost of local, national or interna¬ 
tional health services research 
related conferences and workshops 
to be held in B.C. and oiganized by 
a B.C. sponsor. The proposed 
meeting must contribute substan¬ 
tially to the development of health 
services research in the province. 
Value: $5,000 for workshops/ 
$10,000 for conferences 
Duration: 18 months may elapse 
between the time of application and 
the date of the meeting 
Tenable: British Columbia 
Area of Study: Health Services 
Research 

Deadline: February 1, June 1, 
October 1, 1993 

Copies Required by Agency: Original 
plus seven copies 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

B.C. Health Research Foundation 
Suite 919-4710 Kingsway 
Burnaby, BC 
V5H 4M2 

Phone: (604)436-3573 
Fax: (604)436-2573 

Health Services Research — 
Interchange Grants 
Interchange encourages greater 
interaction among health services 
researchers, health services research¬ 
ers, health practioners, government 
policy and program managers and 
community based interest groups. 
This interaction is intended to 
foster a greater understanding of the 


objectives, constraints, and activities 
between or within each of these 
sectors, in order that health services 
research becomes more responsive 
to the needs of clinicians, planners 
and policy-makers, and that these 
latter groups become able to 
critically appraise and apply the 
results of that research in B.C. 
Grants are available to support costs 
to transfer an individual from one 
of the above groups to another for 
periods of up to one year. 

Value: None stated 
Duration: Up to one year 
Tenable: B.C. 

Area of Study: Health Services 
Research 

Restrictions: Grants may not be used 
to undertake academic or profes¬ 
sional training 

Deadline: February 1, June 1, 
October 1,1993 

Copies Required by Agency: Original 
plus seven copies 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

B.C. Health Research Foundation 
Suite 919-4710 Kingsway 
Burnaby, BC 
V5H 4M2 

Phone: (604)436-3573 
Fax: (604)436-2573 

Core Program—Research 
Scholars 

This program is designed to foster 
and support research projects and 
human resource development with 
emphasis on the solution of priority 
health problems in B.C. Scholar 
awards are made to provide support 
for outstanding candidates who 
wish to initiate an independent 
research career in a British Colum¬ 
bia institution. 

Value: Dependent upon research 
experience 

Duration: One year (renewable up 
to three years) 

Tenable: B.C. 

Area of Study: Basic Medical 
Science, Clinical Studies and Health 
Services Research 
Restrictions: Canadian citizen or 
permanent resident. Intdned for 
candidates taking up a primary 
appointment at the assistant 
professor or equivalent level. 
Deadline: March 1 and September 
7. When these dates fall on a 
weekend or holiday, the closing date 
will be the prior business day. All 
applications must be received at the 


Foundation Office by 5:00 p.m. on 
the competition closing date. 

Copies Required by Agency: Original 
plus thirteen copies. Attachments 
such as appendices, and reprints 
must be attached to all copies. 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

British Columbia Health Research 
Foundation 

Suite 919-4710 Kingsway 
Burnaby, BC 
V5H 4M2 

Phone: (604)436-3573 
Fax: (604)436-2573 

Emergency Fund 
Under exceptional circumstances, 
funds up to a maximum of 
$10,000, may be made available to 
solve unexpected problems arising 
from research projects carried out in 
British Columbia and already 
supported by the British Columbia 
Health Care Research Foundation, 
MRC or other established medical 
research agencies. 

Additional information is available 
from the Office of Research 
Administration or contact: 

British Columbia Health Research 
Foundation 

Suite 919-4710 Kingsway 
Burnaby, BC 
V5H 4M2 

Phone: (604)436-3573 
Fax: (604)436-2573 

Core Program—Operating 
Grants 

Operating Grants are primarily 
intended to assist new investigators 
who are developing an independent 
research program, and to provide 
seed funding to initiate new avenues 
of research which may develop into 
ongoing programs supportable by 
federal agencies. 

Value Maximum $75,000 per year 
(renewable once) 

Duration: One year (may be 
extended) 

Tenable: B.C. 

Area of Study: Basic Medical science, 
Clinical Studies and Health Services 
Research 

Restrictions: B.C. Resident, Cana¬ 
dian citizen or permanent resident 
of Canada 

Deadline: March 1 and September 
7. When these dates fall on a 
weekend or holiday, the closing date 
will be the prior business day. All 
applications must be received at the 
Foundation Office by 5:00 p.m. on 


the competition closing date. 

Copies Required by Agency: Original 
plus thirteen copies. Attachments 
such as appendices, reprints, and 
questionnaires must be attached to 
the original application and six 
copies. 

Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

British Columbia Heath Research 
Foundation 

Suite 919-4710 Kingsway 
Burnaby, BC 
V5H 4M2 

Phone: (604)436-3573 
Fax: (604)436-2573 

Core Program—Major 
Equipment Grants 
Major equipment grants are 
intended to assist with the acquisi¬ 
tion of major research equipment 
costing more than $5,000. Major 
equipment is defined as either a 
single piece of equipment, or several 
pieces of equipment which can be 
assembled or linked to form one 
piece of equipment. Applications 
requesting multiple unrelated pieces 
of equipment will not be accepted. 
Value Maximum $75,000 per year 
Duration: One year 
Tenable: B.C. 

Area of Study: Health Services 
Research 

Restrictions: B.C. Resident, Cana¬ 
dian citizen or permanent resident 
of Canada 

Deadline: March 1 and September 
7. When these dates fall on a 
weekend or holiday, the closing date 
will be the prior business day. All 
applications must be received at the 
Foundation Office by 5:00 p.m. on 
the competition closing date. 

Copies Required by Agency: Original 
plus thirteen copies. Attachments 
such as appendices, must be 
attached to all copies. 

Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

British Columbia Heath Research 
Foundation 

Suite 919-4710 Ki ngsway 
Burnaby, BC 
V5H 4M2 

Phone: (604)436-3573 
Fax: (604)436-2573 

Core Program—Development 
and Training Fellowships 
Development and Training Fellow¬ 
ships arc designed to provide 


assistance to candidates who wish to 
undertake specialized post-doctoral 
research training in health sciences 
at institutions outside British 
Columbia. The proposed program 
of sutdy should not be available in 
B.C. 

Value: Dependent upon experience 
and research training 
Duration: One year (renewable) 
Tenable: B.C. Health Care Units 
Area of Study: Basic Medical 
Science, Clinical Studies and Health 
Services Research 
Restrictions: Canadian citizen or 
permanent resident, and bona fide 
residents of B.C. at the time of 
application. 

Deadline: March 1 and September 
7. When these dates fall on a 
weekend or holiday, the closing date 
will be the prior business day. All 
applications must be received at the 
Foundation Office by 5:00 p.m. on 
the competition closing date. 

Copies Required by Agency: Original 
plus ten copies. Attachments such 
as appendices, and reprints must be 
attached to all copies. 

Additional informatioffand 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

British Columbia Health Research 
Foundation 

Suite 919-4710 Kingsway 
Burnaby, BC 
V5H 4M2 

Phone: (604)436-3573 
Fax: (604)436-2573 


BRITISH COLUMBIA 
HEART 

FOUNDATION 

Canadian Heart Foundation 
supports research related to the 
acquisition of new information, 
development of useful materials, 
devices, systems or methods 
applicable to the cardiovascular and 
cerebrovascular field. Awards may 
be in the form of traineeships, 
fellowships, scholarships, visiting or 
medical scientist fellowships, 
teaching, or nursing research 
fellowships. 

Value: Variable depending on the 
program 

Duration: Up to three years 

depending on program 

Tenable: Canada 

Area of Study: Medicine, Life 

Sciences 

Deadline: September 15—scholar¬ 
ship and visiting scientist 
September 1—traineeships and 
fellowships 

Copies Required by Agency: Original 
plus seven copies 

Additional information is available 
from the Office of Research 
Administration. Application forms 
for the Fellowships Programs may 
be obtained by contacting: 
Canadian Heart Foundation 
Suite 1200-1 Nicholas Street 
Ottawa, Ontario 
K1N7B7 

Application for the grants in aid 
program may be obtained by 
contacting: 
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Lorraine Stauffer (left) and Tina Walker are fourth-year students working on a projectfor the date rape!dating violence 
campaign within the Womens Centre. Walken a political science!womens studies double major, and Stauffer, a womens 
studies/sociology double major are researching sexual assault policies at other universities in North America for suggestions 
on how to address the reality of dating violence on campus. 


British Columbia Heart Founda¬ 
tion 

1008 Blanshard Street 
Victoria, BC 
V8W2H5 
382-4035 


BRITISH COLUMBIA 
HERITAGE TRUST 

B.C. Heritage Trust awards grants 
to projects that enhance peoples 
awareness and enjoyment of B.C. 
Heritage. 

Value: Maximum $200,000 0 

Duration: One to three years g 

Tenable: British Columbia | 

Area of Study: History, Archaeol¬ 
ogy, Anthropology 

Restrictions: Preference will be fc 

given to proposal from B.C. | 

institutions H 

Deadline: Open 

Copies Required by Agency: Original 
Additional information is available 
from the Office of Research 
Administration or contact: 

Executive Officer 
B.C. Heritage Trust 
Parliament Buildings 
Victoria, BC 
V8V 1X4 


CANADA COUNCIL 

Aid to Artists 
The Canada Council offers 
financial assistance for creative 
writing, production, and perform¬ 
ance. Particulars of each eligible 
discipline are described in the 
Councils annual brochure. 

Value: Arts Grants A—$40,000 
maximum; Arts Grants B— 

$18,000 maximum; Project 
Grants—$4,000 maximum; Travel 
Grants—Return air fare, $100 per 
diem to five days maximum. Travel 
maximum is $2,800 
Duration: Arts Grants A, B, Project 
Grants—Four to twelve months 
Tenable: Canada or elsewhere if 
required 

Area of Study: Fine Arts 
Qualifications: Professional artist 
Restrictions: Canadian citizen or 
permanent resident 
Deadline: Varies—refer to brochure 
Copies Required by Agency: Original 
Additional information and 
application forms are available 
from: 

Arts Award Service 
The Canada Council 
99 Metcalfe Street 
P.O. Box 1047 
Ottawa, Ontario 
KIP 5V8 

1(800) 613-598-4323 
(613)237-3400 

Explorations Program 
The Explorations program is 
intended to help the Council 
identify new needs and directions in 
the arts and to enable Canadians, 
inside or outside the professional 
arts, to make a contribution to our 
understanding of Canadas cultural 
past and the development of its 
cultural future. 

Value: Up to $ 16,000 
Duration: One year maximum 
Tenable: Canada 
Area of Study: Fine Arts 
Restrictions: Canadian citizen or 
permanent resident 
Deadline: January 15, May 1, 
September 15 

Copies Required by Agency: Original 
Additional information and 
application forms are available 
from: 

Explorations 


The Canada Council 
99 Metcalfe Street 
P.O. Box 1047 
Ottawa, Ontario 
KIP 5V8 
(613) 598-4337 

Killam Research Fellowships 
The Killam awards of the Canada 
Council are intended to support 
scholars of exceptional ability 
engaged in research projects of broad 
significance and widespread interest. 
Value: Partial or full salary replace¬ 
ment to a maximum of $53,000 
(based on actual salary for the year 
before tenure of the award) 

Duration: Up to two years 
Tenable: Canadian citizens are 
unrestricted; Permanent residents in 
Canada only 

Area of Study: Humanities, Social 
Sciences, Natural Sciences, Medicine, 
Engineering, and Studies linking any 
of the disciplines within these broad 
fields 

Restrictions: Canadian citizen or 
permanent resident 
Deadline: June 30 
Copies Required by Agency: Original 
Additional information and applica¬ 
tion forms are available from the 
Office of Research Administration or 
contact: 

Killam Program 
The Canada Council 
99 Metcalfe Street 
P.O. Box 1047 
Ottawa, Ontario 
K1P5V8 


CANADA: HEALTH 
AND WELFARE 

National Health Research and 
Development Program 
(NHRDP) 

Career Awards—Postdoctoral 
Fellowships 

Postdoctoral Fellowships are offered 
to provide support for highly 
qualified candidates who have 
recendy completed their formal 
research training and wish to acquire 
further experience in an established 
health research setting. 

14*/^; Varies depending on qualifica¬ 
tions 

Duration: Two years (not renewable) 
Tenable: Canada 

Area of Study: Biochemistry, Biology, 
Health Information Science, Nursing 
Qualifications: Ph.D. or equivalent 
Restrictions: Canadian citizen or 
permanent resident status 
Deadline: July 31 


Copies Required by Agency: Original 
plus eight copies 
Additional information and 
application forms are available 
from the Office of Research 
Administration or contact: 
Extramural Research Programs 
Directorate 

Health Services and Promotion 
Branch 

Health and Welfare Canada 
Ottawa, Ontario 
K1A 1B4 
(613) 992-7570 

National Health Research 
and Development Program 
(NHRDP) 

Career Awards—National 
Health Research Scholar 
Awards 

The National Health Research 
Scholar Award is designed to 
facilitate the development of a 
high level of health research 
activity in Canada by providing 
support to outstanding individuals 
who have completed all formal 
research training, have demon¬ 
strated ability to initiate and carry 
out independent and/or collabora¬ 
tive research and who wish to 
make health research a full time 
career. 

Value: Varies depending on 

qualifications and experience 

Duration: Up to five years 

Tenable: Canada 

Area of Study: Biochemistry, 

Biology, Health Information 

Science 

Qualifications: Ph.D. or equivalent 
Restrictions: Canadian citizen or 
permanent resident status 
Deadline: July 31 

Copies Required by Agency: Original 
plus three copies 
Additional information and 
application forms are available 
from the Office of Research 
Administration or contact: 
Extramural Research Programs 
Directorate 

Health Services and Promotion 
Branch 

Health and Welfare Canada 
Ottawa, Ontario 
K1A 1B4 
(613) 992-7570 

National Health Research 
and Development Program 
(NHRDP) 

Research Projects 
The primary objective to the 
NHRDP program is to support 
scientific activities designed to 


provide information needed by the 
Department to fulfill its statutory 
functions and responsibilities. 
Research projects are original 
investigations undertaken on a 
systematic basis to test specific 
hypotheses. 

Value.Nznes depending on project 
Duration: Two years (renewable) 
Tenable: Canada 

Area of Study: Biochemistry, Health 
Information Science, Nursing 
Qualifications: Ph.D. or equivalent 
Deadline: )\mt 1 

Copies Required by Agency: Original 
plus eight copies 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

Extramural Research Programs 
Directorate 

Health Services and Promotion 
Branch 

Health and Welfare Canada 
Ottawa, Ontario 
K1A1B4 
(613) 992-7570 

National Health Research and 
Development Program 
(NHDRP) 

Demonstration Projects 
Demonstration Projects involve the 
implementation and evaluation of 
innovations in the organization or 
delivery of health services. 

Value: Varies depending on project 
Duration: Up to three years (not 
renewable) 

Tenable: Canada 

Area of Study: Biochemistry, Health 
Information Science, Nursing 
Qualifications: Ph.D. or equivalent 
Deadline: )\mt 1 

Copies Required by Agency: Original 
plus eight copies 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion. NHRDP also supports Studies 
Program, Preliminary Development 
Projects, Formulation Funding and 
Conferences and Workshops. 
Extramural Research Programs 
Directorate 

Health Services and Promotion 
Branch 

Health and Welfare Canada 
Ottawa, Ontario 
K1A1B4 
(613) 992-7570 

Welfare Grants Program — 
Demonstration Project Grants 
Demonstration Project Grants 
overall objectives are to encourage 
the development of field activities 


which will assist the existing service 
system to experiment with new and 
innovative ways of providing 
services; and to encourage the 
development of activities which will 
experiment with responses to new 
social problems, to emerging social 
needs and to disparities in services 
arising from regional and cultural 
differences. 

Value: Depends on project 
Duration: One year (renewable to 
three years) 

Tenable: Canada 

Area of Study: Child Care, Social 
Work, Nursing, Health Information 
Science 

Restrictions: Canadian citizen or 
permanent resident 
Deadline: May 1 and November 1 
Copies Required by Agency: Original 
plus four copies 

Additional information is available 
from the Office of Research 
Administration or contact: 

Director 

National Welfare Grants Directo¬ 
rate 

Department of National Health 
and Welfare 

Room 900, Brooke Claxton 

Building 

Ottawa, Ontario 

K1A1B5 

(613) 957-2895 

National Welfare Grants — 
Research Project Grants 
The purpose of the research project 
grant is to conduct research related 
to reducing problems or improving 
responses to social welfare problems. 
Value: Depends on project 
Duration: One year (renewable to 
three years) 

Tenable: Canada 

Area of Study: Child Care, Nursing, 
Social Work, Health Information 
Science 

Restrictions: Canadian citizen or 
permanent resident status 
Deadline: May 1 and November 1 
Copies Required by Agency: Original 
plus four copies 

Additional information is available 
concerning these grants from the 
Office of Research Administration. 
The Welfare Grants Division also 
supports Fellowships, Manpower 
Utilization, Visiting Professorships 
and Special Project Grants. 

Director 

National Welfare Grants Directo¬ 
rate 

Department of National Health 
and Welfare 

Room 900, Brooke Claxton 

Building 

Ottawa, Ontario 

K1A1B5 

(613) 957-2895 


CANADA: INDIAN 
AFFAIRS AND 
NORTHERN 
DEVELOPMENT 

Eninronmental Studies 
Revolving Funds 
The Environmental Studies 
Revolving Funds (ESRF) are 
sources of funding administered 
within the federal government for 
environmental and social studies. 
The ESRF studies are intended to 
address only issues direedy related 
to oil and g^s exploration and 
development needs. Questions or 
issues associated with offshore 
activities in southern Canada are 
funded by EMR. Questions and 
issues associated with onshore or 
offshore activities in Canadas north 
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are funded by Indian Affairs in 
Northern Development. 

Value: Depends on project 
Duration: Depends on project 
Tenable: Canada 
Area of Study: Natural, Physical 
Sciences, Health Sciences, Educa¬ 
tion, Physical Education 
Qualifications: None stated 
Deadline: Open 

Copies Required by Agency: Original 
plus fourteen copies 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

ESRF (LAND) Manager 
Northern Affairs Program 
Indian and Northern Affairs 
Canada 

Ottawa, Ontario 
K1A0H4 
(819) 997-7136 


CANADIAN HEART 
FOUNDATION 

Grants in Aid of Research or 
Development 

The Canadian Heart Foundation is 
interested, not only in research 
directed to the acquisition of new 
information and clarification of 
fundamental laws, but also in the 
development of useful materials, 
devices, systems or methods 
applicable to the cardiovascular, 
stroke or health education fields. 
Value: Depends on project 
Duration: One year (renewable up 
to three years) 

Tenable: Canada 

Area of Study: Medicine, Life 

Sciences 

Deadline: September 1 
Copies Required by Agency: Original 
plus seven copies and two copies to 
B.C. Heart Fund. 

Additional information is available 
from the Office of Research 
Administration or contact: 

Canadian Heart Foundation 
Suite 1200, One Nicholas Street 
Ottawa, Ontario 
K1N7B7 

Nursing Research Fellowship 
The Nursing Fellowship is an “in¬ 
training” award. It is a separate 
program initiated to consider on an 
internally competitive basis, 
applications from qualified nurses 
for support during a period in 
which they would undertake 
training in some area of cardiovas¬ 
cular research leading to the 
attainment of a Masters or Ph.D. 
degree. 

Value: Depends on project 
Duration: One year (renewable up 
to four years) 

Tenable: Open 

Area of Study: Nursing 

Deadline: September 1 

Copies Required by Agency: Original 

plus four copies 

Additional information concerning 
these programs is available from the 
Office of Research Administration. 
The Canadian Heart Foundation 
also supports Research Traineeships, 
Research Fellowships and Scholar¬ 
ships, Visiting Scientist and special 
programs such as research in 
professional education, support of 
symposia and Teaching Fellowships. 
Contact: 

Canadian Heart Foundation 
Suite 1200, One Nicholas Street 
Ottawa, Ontario 
K1N7B7 


HAMBER 

FOUNDATION 

The Hamber Foundation was 
established to assist foster and 
stimulate higher education, cultural 
activities and public welfare in 
British Columbia. 

Value: Varies depending on project 
Duration: Varies depending on 
project 

Tenable: British Columbia 
Area of Study: Unrestricted 
Deadline: September 15 
Copies Required by Agency: Original 
plus one 

Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

Secretary—Treasurer 
The Hamber Foundation 
do The Canada Trust Company 
Box 49390, Bentall Four 
1053 Dunsmuir Street 
Vancouver, BC, V6X 1P3 


KAHANOFF 

FOUNDATION 

The Kahanoff Foundation funds 
innovative projects with potential 
for extended application that does 
not fall within the scope of other 
granting agencies 
Value: None stated 
Duration: None stated 
Tenable: Canadian institution 
Area of Study: Education, Health, 
Social development and the Arts 
Restrictions: Preference is given to 
projects in Alberta 
Deadline: Open 

Copies Required by Agency: Original 
Additional information is available 
from the Office of Research 
Administration or contact: 
Executive Vice-President 
The Kahanoff Foundation 
4206—400 Third Avenue S.W 
Calgary, Alberta, T2P 4H2 
(403) 237-7896 
Fax: (403) 261-9614 


LAIDLAW 

FOUNDATION 

The Foundation supports experi¬ 
mental and research projects, 
studies and activities which 
contribute to a better understanding 
of families in society and better 
access to their rights, opportunities 
and benefits. 

Value: Varies depending on project 
Duration: One to two years 
Tenable: Canada 

Area of Study: Child Care, Educa¬ 
tion, Law, Social Work, Social 
Sciences 

Deadline: March 1, May 15, 

August 31, November 10 
Copies Required by Agency: Original 
(no formal application) 

Additional information is available 
from the Office of Research 
Administration or contact: 

The Laidlaw Foundation 
950 Yonge Street 
Toronto, Ontario, M4W 2J4 
(416) 964-3614 
Fax: (416) 975-1428 


LAW FOUNDATION 
OF BRITISH 
COLUMBIA 


Grants 

The Foundation funds legal 
education, research and aid, law 
reform and the establishment, 


operation and maintenance of law 
libraries. 

Value:Vahcs depending on project 
Duration: Vanes depending on 
project 

Tenable: British Columbia 
Area of Study: Law 
Deadline: Open 

Copies Required by Agency: Original 
(letter of inquiry) 

Additional information is available 
from the Office of Research 
Administration or contact: 

The Law Foundation of British 
Columbia 

410—1190 Hornby Street 
Vancouver, BC 
V6Z2K5 


LEON AND THEA 

KOERNER 

FOUNDATION 

The objectives of the Foundation 
are to foster higher education, 
cultural activities and public 
welfare, particularly in B.C. The 
Foundation intends to stimulate 
and invigorate cultural and educa¬ 
tional life by enabling institutions 
and individuals to undertake 
activities which would not be 
possible without special assistance. 
Value: From $500 to $3,000 
Duration: Open 
Tenable: British Columbia 
Area of Study: Education, Child 
Care, Humanities, Nursing, Social 
Sciences, Social Work 
Deadline: March 15 and September 
15 

Copies Required by Agency: Original 
plus one copy 

Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

The Secretary 
Projects Committee 
The Leon and Thea Koerner 
Foundation 

Box 46669, Postal Station G 
Vancouver, BC 
V6R4K8 
224-2611 


MEDICAL RESEARCH 
COUNCIL 


Operating Grants/Program 
Grants 

Operating Grants provide support 
for new or continuing research 
activities by individuals or small 
collaborative groups. 

Program Grants may be used to 
support a research program 
involving closely integrated research 
activities carried out by two or more 
investigators. The program may be 
multi-disciplinary, and may 
originate and be carried out in one 
or several departments, faculties or 
universities. 

ValueNahcs depending on projects 
Duration: Operating Grants—two, 
three or five years; Program 
Grants—three or five years 
Tenable: Canada 

Area of Study: Behavioural, Natural 
Sciences, Medicine 
Qualifications: Regular full-time 
faculty 

Deadline: Operating Grants— 
September 15 (new) or November 1 
(renewal); Program Grants— 
November 1 

Copies Required by Agency: Operat¬ 
ing Grants—Original plus seven 
copies; Program Grants—Original 
plus eleven copies 
Additional information and 


application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

Medical Research Council 

20th Floor, Jeanne Mance Building 

de l’Eglantine Street 

Tunney s Pasture 

Ottawa, Ontario 

K1A0W9 

(613) 990-7694 

Equipment Grants 
Equipment Grants are intended to 
provide for the purchase of single 
items of special research equipment 
or for the purchase of various items 
of equipment. 

Value: Mo re* than $ 15,000 
Tenable: Canada 

Area of Study: Natural, Behavioural 
Sciences 

Qualifications: Regular full-time 
faculty 

Deadline: September 15 or 
November 1 

Copies Required by Agency: Original 
plus seven copies 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

Medical Research Council 

20th Floor, Jeanne Mance Building 

de f Eglantine Street 

Tunneys Pasture 

Ottawa, Ontario 

K1A0W9 

(613) 990-7694 


NATIONAL 
RESEARCH COUNCIL 
OF CANADA 


Contract Research 
The NRC Associate Committee on 
Scientific Criteria for Environmen¬ 
tal Quality accepts proposals for 
contract research related to the 
effects of contaminants on 
receptors. 

Value: Depends on project 
Duration: None stated 
Tenable: Canadian University 
Area of Study: Engineering, Sciences 
Deadline: None stated 
Copies Required by Agency: Original 
Additional information is available 
from the Office of Research 
Administration or contact: 

Executive Secretary 
Associate Committee on Scientific 
Research Criteria for Environmental 
Quality 

National Research Council of 
Canada 

Ottawa, Ontario 
K1A0R6 


NATURAL SCIENCES 
AND ENGINEERING 
RESEARCH COUNCIL 

Conference Grants 
Conference Grants are intended to 
encourage and promote the 
dissemination of research results 
through scientific conferences, 
workshops, symposia and meetings 
held in Canada and organized by 
Canadian organizations or institu¬ 
tions. 

Value: Travel and living expenses for 

guest speakers 

Tenable: Canada 

Area of Study: Natural, Physical 

Sciences, Engineering 

Qualifications: Ph.D. or equivalent 

Restrictions: Regular full-time faculty 

member 

Deadline: November 1 (reviewed by 
grant selection Committee); May 1 
(reviewed by strategic grant 


selection panels) 

Copies Required by Agency: Original 
plus five copies 
Additional information and 
application forms are available from 
the Office of the Research Adminis¬ 
tration or contact: 

Natural Sciences and Engineering 

Research Council 

200 Kent Street 

Ottawa, Ontario 

K1A1H5 

(613)995-6375 

E.W.R SteacieMemorial 
Fellowship 

The E.W.R. Steacie Memorial 
Fellowships are intended to 
recognize the achievements of a 
limited number of outstanding 
young scientists and engineers to 
enhance their research opportuni¬ 
ties. 

Value: Normal university salary of 
recipient 

Duration: One or two years 
Tenable: Canada 
Area of Study: Natural, Physical 
Sciences, Engineering 
Qualifications: Ph.D. or equivalent 
obtained within the last twelve years 
Restrictions: Candidates must be 
regular full-time faculty nominated 
by members of the Canadian 
science and engineering community 
Deadline: July 1 

Copies Required by Agency: Original 
Additional information is available 
from the Office of Research 
Administration or contact: 

Natural Sciences and Engineering 

Research Council 

200 Kent Street 

Ottawa, Ontario, K1A 1H5 

(613)995-6375 

Strategic Grants (Individual 
Group, Equipment and 
Conference) 

The aim of this program is to 
enable university researchers to 
contribute to the understanding or 
solution of problems of national 
concern through specific applied 
research projects thought to have 
potential for short-term socio¬ 
economic benefits or through more 
basic research activities designed to 
develop knowledge in areas of socio¬ 
economic importance. 

Value: Individual/Group/Confer¬ 
ence—varies; Strategic Equip¬ 
ment—$7,001-$325,000; Strategic 
Major Installation—more than 
$325,000 

Duration: One year minimum 

Tenable: Canada 

Area of Study: Biotechnology, 

Energy, Environmental Quality, 
Food (Agriculture and 
Aquaculture), Forestry, Industrial 
Material (Products and Processes), 
Information Systems, Manufactur¬ 
ing Systems, Mineral Resources, 
Oceans and Inland Waters 
Qualifications: Ph.D. or equivalent 
Restrictions: Regular full-time faculty 
member 
Deadline: May 1 
Copies Required by Agency: Indi¬ 
vidual/Group—Original plus 9 
copies; Strategic Equipment— 
Original plus 9 copies; Strategic 
Major Equipment—Original plus 
11 copies; Conference—Original 
plus 5 copies 

Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

Natural Sciences and Engineering 

Research Council 

200 Kent Street 

Ottawa, Ontario, K1A 1H5 

(613)993-6441 
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Yvonne Chemeski, a third-year elementary education student\ searches the 
library shelves during the research stage of a comprehensive physical education 
project. 


NORTH ATLANTIC 
TREATY 

ORGANIZATION 

(NATO) 


Advanced Research Workshops 
The purpose of the Advanced 
Research Workshops program is to 
contribute to the critical assessment 
of existing knowledge on new, 
important topics, to identify 
directions for future research, and to 
promote close working relationships 
between scientists from different 
countries and different professional 
experiences. 

Value: Varies depending on size and 
duration 

Duration: Three days minimum 
(average five days) 

Tenable: Belgium, Canada, Den¬ 
mark, France, Federal Republic of 
Germany, Greece, Iceland, Italy, 
Luxembourg, Netherlands, Norway, 
Portugal, Spain, Turkey, United 
Kingdom, United States 
Area of Study: Applied Sciences, 
Behavioural Sciences, Social 
Sciences, Chemistry, Geosciences, 
Life Sciences, Physical Sciences, 
Mathematics 
Deadline: Open 

Copies Required by Agency: Original 
For additional information on this 
program and the Advanced Study 
Institutes and the International, 
Interjectory Exchanges please 
contact the Office of Research 
Administration or: 

North Adantic Treaty Organization 
Scientific Affairs Division 
B-1110 

Brussels, Belgium 

International Collaboration in 
Research 

This program gives assistance with 
joint projects being carried out 
between research teams in universi¬ 
ties or research institutions in 
different NATO countries which 


rely for basic costs on national 
funding but where the costs for the 
international collaboration cannot 
be met from other sources. 

Value: Average of $5,000 U.S. for 
one year 

Duration: Four years maximum 
Tenable: Belgium, Canada, Den¬ 
mark, France, Germany, Greece, 
Iceland, Italy, Luxembourg, 
Netherlands, Norway, Portugal, 
Spain, Turkey, United Kingdom, 
United States 

Area of Study: Applied Sciences, 
Behavioural Sciences, Social 
Sciences, Chemistry, Geosciences, 
Life Sciences, Physical Sciences, 
Mathematics 

Qualifications: Regular full-time 
faculty member 

Deadline: March 31, August 15, 
November 30 

Copies Required by Agency: Original 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

North Adantic Treaty Organization 
Scientific Affairs Division 
B-1110 

Brussels, Belgium 


SCIENCE COUNCIL 
OF BRITISH 
COLUMBIA 


Industrial Post Doctoral 
Fellowships 

The fellowships are designed to 
encourage the B.C. private sector to 
employ highly trained personnel to 
facilitate technology transfer and to 
encourage recendy graduated 
doctoral degree holders to enter into 
B.C. industries and businesses. 
Value: $25,000 to employer 
Duration: One year (renewable) 
Tenable: British Columbia 
Area of Study: Natural Sciences, 
Applied Sciences, Social Sciences, 
Engineering, Professional 
Qualifications: Recendy received 


Ph.D. 

Restrictions: Canadian citizen or 
permanent resident status 
Deadline: Open 

Copies Required by Agency: Original 
Additional information and applica¬ 
tion forms are available from the 
Office of Research Administration or 
contact: 

Science Council of British Columbia 

Suite 800 

4710 Kingsway 

Burnaby, BC 

V5H 4M2 

438-2752 

Fax: 438-6564 


SOCIAL SCIENCE 
FEDERATION OF 
CANADA 


Aid to Scholarly Publications 
Programme 

The programme is designed to assist 
the publication of works of advanced 
scholarship which make an impor¬ 
tant contribution to the advance¬ 
ment of knowledge, but which are 
unlikely to be self-supporting. The 
programme helps defray the publish¬ 
ers s deficit on the production and 
marketing of the book. 

Value: Varies depending on publica¬ 
tion costs 

Tenable: Canada or in some cases 
foreign publishers 
Area of Study: Humanities, Social 
Sciences, Professional Programs, 
Human Development, Social 
Development, Law 
Qualifications: Ability or produce a 
scholarly manuscript 
Restrictions: Book-length manuscript 
authored by Candian or permanent 
resident 

Deadline: Open 

Copies Required by Agency: Original 
Additional information is available 
from the Office of Research Admin¬ 
istration or contact: 

Aid to Scholarly Publications 
Programme 

Canadian Federation for the 

Humanities/or 

Social Sciences Federation of 

Canada 

Suite 410—151 Slater Street 
Ottawa, Ontario 
K1P5H3 
(613) 238-6112 


SOCIAL SCIENCES 
AND HUMANITIES 
RESEARCH COUNCIL 


Fellowships Division/Therese F. 
Casgrain Postdoctoral 
Fellowship 

The purpose of this fellowship is to 
encourage research on any subject 
which falls within the broadly 
defined area concerned with 
“Women and Social Change in 
Canada”. The Foundation is 
particularly interested in supporting 
research which will include a 
discussion of public policy options 
and propose recommendations for 
change. 

Value: $ 40,000 

Duration: One year (not renewable) 
Tenable: Canada 
Area of Study: Arts, Humanities, 
Social Sciences, Law 
Qualifications: Ph.D. or equivalent 
Restrictions: Canadian citizen 
Deadline: June 15,1992 (awarded 
every second year) 

Copies Required by Agency: Original 
plus one copy 

Additional information is available 


from the Office of Research 

Administration or contact: 

Fellowships Division 

Social Sciences and Humanities 

Research Council 

255 Albert Street 

PO. Box 1610 

Ottawa, Ontario 

KIP 6G4 

(613)992-0525 

Fax: (613) 992-1787 

Communications Division! 
Aid to Occasional Scholarly 
Conferences in Canada 
The Social Sciences and Humani¬ 
ties Research Council offers 
limited support to conference 
organizers to help defray travel and 
subsistence costs of presenters and 
formal respondents at a confer¬ 
ence, as well as some administra¬ 
tive expenses. 

Value: Average $5,000 
Tenable: Canada 

Area of Study: Humanities, Social 
Sciences Professional Programs, 
Human, Social Development, Law 
Restrictions: Canadian citizen or 
permanent resident status 
Deadline: July 1 for Conferences 
held from October to February; 
November 1 for Conferences held 
from March to June; April 1 for 
Conferences held from July to 
October 

Copies Required by Agency: Original 
Additional information and 
application forms are available 
from the Office of Research 
Administration or contact: 
Research Communications 
Division 

Social Sciences and Humanities 

Research Council 

255 Albert Street 

P.O. Box 1610 

Ottawa, Ontario 

K1P6G4 

(613) 992-3133 

Fax: (613) 992-1787 

Inti Relations/Travel Grants 
for International 
Representation 
This program is intended to allow 
for Canadian representation at the 
business meetings of international 
scholarly associations of recognized 
importance. 

Value: Return airfare plus subsist¬ 
ence allowance 
Tenable: Open 

Area of Study: Humanities, Social 
Sciences, Professional Programs, 
Human, Social Development, Law 
Qualifications: Ph.D. or equiva¬ 
lent 

Restrictions: Canadian resident. 
Hold an executive office or an ad 
hoc position in international 
scholarly associations 
Deadline: November 1, April 1, 
July 1 

Copies Required by Agency: Original 
plus two copies 
Additional information and 
application forms are available 
from the Office of Research 
Administration or contact: 
International Relations Division 
Social Sciences and Humanities 
Research Council 
255 Albert Street 
P.O. Box 1610 
Ottawa, Ontario 
K1P6G4 ' 

- (613) 992-3409 
Fax: (613) 992-1787 

Inti Relations!Grants for 
International Congresses in 
Canada 

Assistance is available to Canadian 
scholars organizing periodic 


congresses in Canada of major 
international scholarly associations. 
Value: $50,000 maximum 
Duration: Payable over a period of 
three years 
Tenable: Canada 

Area of Study: Humanities, Social 
Sciences, Professional Programs, 
Human, Social Development, Law 
Restrictions: Canadian citizen 
Deadline: ]\Ay 1 

Copies Required by Agency: Original 
(no application) 

Additional information is available 

from the Office of Research 

Administration or contact: 

International Relations Division 

Social Sciences and Humanities 

Research Council 

255 Albert Street 

P.O. Box 1610 

Ottawa, Ontario 

K1P6G4 

(613) 992-3409 

Fax: (613) 992-1787 


VANCOUVER 

FOUNDATION 

The Foundation is interested 
primarily in providing “seed 
money” to initiate programs, 
projects or research where other 
sources of support are not more 
appropriate or when available 
support is insufficient. 

Value: Caries depending on project 
Duration: One year 
Tenable: British Columbia 
Area of Study: Unrestricted 
Deadline: Open (for letters of 
inquiry) 

Copies Required by Agency: Original 
Additional information is available 
from the Office of Research 
Administration or contact: 
Vancouver Foundation 
230-505 Burrard Street 
Vancouver, BC 
V7X1M3 
688-2204 


WORLD WILDLIFE 
FUND 


Wildlife Toxicology Fund 
The purpose of this research grant 
program is to provide high quality 
scientific information that can be 
direcdy applied to the protection of 
wildlife in Canada from irreversible 
harm caused by toxic chemicals in 
the environment. The funding 
provided by Environment Canada 
for the Wildlife Toxicology Fund is 
intended to enhance expertise and 
financial support in the field of 
wildlife toxicology by the private 
sector. 

Value: Varies depending on project 
Duration: Varies 
Tenable: Canada 
Area of Study: Biochemistry, 
Microbiology, Biology, Geography 
Qualifications: Ph.D. or equivalent 
Deadline: First week of every month 
Copies Required by Agency: Original 
plus 10 copies 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 
tion or contact: 

Projects Co-ordinator 
Wildlife Toxicology Fund 
World Wildlife Fund Canada 
Suite 201, 60 St. Clair Avenue East 
Toronto, Ontario 
M4T 1N5 
(416) 923-8173 

Continued on page 8 


The Ring Research Bulletin, April 1993—5 


































1993-94 NSERC awards competition results 

The following list does not include severalproposals that are currently classified% conditional 


NAME 


DEPT TITLE 


AMOUNT 


Agathoklis, P. 

Allen, GA 
Antoniou, A. 

Antos, J.A. 
Ashwood-Smith, M. 
Ausio, J. 

Balfour, W.J. 

Barnes, C.R. 

Berg, D.J. 

Bhargava, VK. 

Bhat, AK.S. 

Bohne, C. 
Bornemann, J. 
Bornhold, B.D. 
Bose, C.J. 

Bradley, C.H. 
Buckley, A.G. 
Buckley, J.T. 

Burke, R.D. 
Bushnell, G.W. 


Chapman, N.R. 
Cockayne, E.J. 
Cooperstock, F.I. 
Corcoran, M.E. 
Damaren, C.J. 

Danard, M.B. 

Dewey, J.M. 

Diacu, F.N. 
Dimopoulos, N. 

Dixon, K.R. 

Dixon, RA 
Djilali, N. 

Doige, A.G. 

Dong, Z. 

Dosso, H.W. 

Dost, S. 

Driessen, EF. 
El-Guibaly, F. 

Ellis, J A 
Farmer, D.M. 

Fellows, M.R. 
Freeman-Benson, B.N. 
Fyles, T.M. 

Garrett, C.J.R. 

Gough, T.E. 

Gower, A.C. 

Graves, R.E. 

Gregory, RT. 

Haddow, J.B. 
Harrington, DA 
Hartwick, F.DA. 
Hawkins, B.J. 
Hawryshyn, C.W 

Hebda, R.J. 

Hina, WEA. 

Hoffman, D.M. 
Hoffman, P.F. 

Horita, R.E. 

Horspool, R.N.S. 


Hultsch, D.F. 
Hyndman, R.D. 
Illner, R. 
Ishiguro, E.E. 
Kadlec, H. 

Kapron, B. 
Kay,WW 
Keller, C.P 
Kim, J.M.S. 
Kirk, AD. 
Kirlin, R.L. 
Konzelman, C.J. 
Koop, B.F. 

Kuijt, J. 


EENG Design & implementation of two-dimensional systems. 

BIOL Speciation & phylogenetic relationships in two genera of flowering plants.. 

EENG Analysis, design & implementation of digital filters. 

EENG Equipment... 

BIOL Reproductive biology of a dioecious shrub. 

BIOL Photobiology of coriandrin & other molecules... 

BIOC Chromatin & gene organization during spermatogenesis, an evolutionary perspective... 

CHEM Spectroscopic studies of diatomic & small polyatomic molecules. 

CEOR Biostratigraphy, biogeography and isotope geochemistry of conodonts to constrain models of lower paleozoic 

paleogeography and paleoceanography. 

CHEM Lanthanide complexes of new bulky monoanionic ligands. 

EENG Error control coding and spread spectrum for wireless communications... 

EENG High-frequency link power conversion.. 

CHEM Dynamics in organized systems: specific interactions and mobility... 

EENG Design of modern microwave and millimeter-wave components..... 

CEOR Ice rafted debris in Northeast Pacific Quaternary & Neogene sediments. 

MATH Topics in ergodic theory.... 

MENG Machine vision and sensors for computer aided manufacturing... 

CSCI Software and algorithms for nonlinear optimization. 

BIOC Protein lipid interactions - secretion & properties of gram negative proteins. 

BIOL Chick heart development & the extracellular matrix..... 

CHEM University of Victoria Single Crystal X-ray Diffraction Facility 

With: Dixon, K.R., Mitchell, R.H., Stobart, S.R., McAuley, A, Wan, EC. and 1 other. 

CHEM Protein crystallography.. 

CHEM Equipment. 

PHYS Effo rt of crystal evolution on geoacoustic properties of upper oceanic crust. 

MATH Analytical & computational investigations into the theory and applications of graph theory. 

PHYS Problems in general relativity & cosmology. 

PSYC Interactions of neural plasticity, neuromodulators, & behavior... 

MENG Efficient control of multi-link flexible manipulators. 

CSCI Numerical modelling of tropospheric dynamics & thermodynamics.». 

PHYS Studies of shock & blast waves. 

MATH Qualitive results on systems of particles. 

EENG Research on distributed & expert systems..... 

EENG 1993 IEEE Pacific Rim Conference on Communications, Computers & Signal Processing, Victoria, B.C. 

CHEM Studies in the chemistry of platinum group metals. 

PSYC Cognitive skills & prose processing..*. 

MENG Fluid dynamics & heat transfer studies in separated flows. 

MENG Machine condition diagnostics from noise & vibration monitoring. 

MENG Computer-automated optimal design & process tolerance assignment... 

PHYS Electromagnetic induction in the Earth & oceans...... 

MENG Wave propagation - biomechanics - crystal growth modelling. 

EENG Cellular radio data communications networks.•. 

EENG Digital signal processing: mapping methodologies & VLSI design. 

CSCI Applications & investigations of graphs & graph algorithms. 

EENG Role of breaking waves & Langmuir circulation in air-sea exchange... 

CSCI New techniques in algorithms & complexity for fixed-parameter problems. 

CSCI Constraint programming languages. 

CHEM Biomimetic transport: design synthesis, characterization... 

CHEM Analytical mass spectrometer facility. With: Mitchell, R.H., Stobart, S.R., McAuley, A., Olafson, R.W., Wan, P.C. & 1 other. 

CEOR Physical oceanography......... 

CHEM Vibration spectroscopy of molecules & clusters... 

PHYS Radio studies of quasars, radiogalaxies & galactic systems. 

PSYC Neuropsychological studies of perception & attention... 

BIOL Population ecology of temperate zone snakes. 

MENG Studies in nonlinear continuum mechanics..... 

CHEM Surface electrochemistry at well-defined metal surfaces. 

PHYS Evolution of stars & galaxies... 

BIOL Nutrient retranslocation in conifers.. 

BIOL Sensory biology of migration in pacific salmon.•. 

BIOL Equipment..... 

BIOL Vegetation history of south Vancouver island & its application to forest management. 

BIOL Control of pathogenicity in Ophiostoma ulmi, the causal agent of Dutch elm disease. 

BIOL Equipment....... 

CSCI Software specification & verification: methodology & technology transfer. 

CEOR Neoproterozoic global tectonics & environmental change, northern Damara orogen, Namibia. 

PHYS Theory of plasma waves & its applications in space physics. 

CSCI Complier construction tools.. 

CSCI Computer Science Research Computing Facility.With: Muzio, J., Olesky, D., Buckley, A., van Emden, M., Miller, D. 

& 12 others.... 

PSYC Working memory capacity & text processing in adulthood & aging. 

PHYS Geophysical studies of the western Canada margin & fluids in the deep crust. 

MATH Mathematical investigations in the kinetic theory of gases. 

BIOC Genetics of peptidoglycan matabolism & penicillin tolerance in Escherichia coli. 

PSYC Independent & interactive processing of perceptual dimensions in vision. 

PSYC Equipment.. 

CSCI Complexity issues in the theory of programming languages... 

BIOC Tricarboxylate transport... 

GEOG Analysis of multiple-criteria time-variable spatial optimization... 

EENG Disturbance rejection in DC bias magnet power supplies. 

CHEM Photochemistry of coordination compounds.... 

EENG Statistical signal & array processing. 

MENG Acoustical holography in noisy or reverberant environments.......... 

BIOL Comparative & experimental studies of the T-cell receptor C-alpha C-delta genome sequences. 

BIOL Equipment.. 

BIOL Structural & systematic studies on parasitic angiosperms. 
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Kukal, O. BIOL Mechanisms mediating freezing tolerance in invertebrates..... $ 15,000 

Kwok, H.H.L. EENG Integrated GaAs devices & circuits.17,000 

Lesperance, M.L. MATH Inference for semi-parametric mixture models...12,000 

MATH Equipment. 31,549 

Li, ICE EENG Distributed systems.16,490 

Li, X. MENG Fuel spray formadon from liquid sheet breakup. 18,000 

MENG Equipment.31,015 

Lindsay, D.S. PSYC Bases for the subjective experience of cognitive operations.20,000 

Livingston, N.J. BIOL Root to shoot communication in conifers...25,000 

Lobb, D.E. PHYS 13th International Conference on Magnet Technology, Victoria, B.C., September 20-24, 1993 .2,000 

Lu, W.S. EENG Recursive-filter-bank based multirate signal processing. 23,000 

Lueck, R.G. CEOR Autonomous microstructure & mixing measurements.25,000 

MacGillivray, G. MATH Computational combinatorics.14,000 

Mackie, G.O. BIOL Analysis of invertebrate behavioral mechanisms.80,555 

Masson, M.E.J. PSYC Contextual & episodic influences on symbolic processing.40,000 

PSYC Microcomputer network.8,845 

Matheson, A.T. BIOC Structure, function Sc evolution of certain archaeal ribosomal proteins.50,500 

McAuley, A. CHEM Synthesis & mechanism of reaction of macrocyclic complexes. 63,430 

Mclnerney, J.E. BAMF Bamfield marine station With: Scudder, G.E. 225,000 

McLean, G.F. MENG Automated image metrology: modelling & control...15,500 

Miers, C.R. MATH Lie structure & mappings of prime rings with involution. 8,000 

Millar, R.F. MATH The Schwarz function in free or moving boundary problems for Laplaces equation.4,000 

Miller, D.M. CSCI CAD tools for testable VLSI design.16,490 

Miller, E.H. BIOL Speciation & the evolution of isolating mechanisms in snipe...*.10,000 

Misra, S. BIOC Regulation of gene expression during conifer embryogenesis...•.29,550 

Mitchell, R.H. CHEM Novel aromatic molecules. 49,190 

Mommsen, T.P. BIOC Hormonal regulation of metabolism in fish liver.58,000 

Muller, HA. CSCI Rigi - a system for programming-in-the-large and software analysis. 18,000 

Muzio, J.C. CSCI The design & testing of digital circuits.36,000 

Myrvold, W.J. CSCI Analysis & synthesis of reliable networks.17,000 

Nahon, M. MENG Coordinated control of multiple robotic arms.17,000 

Odeh, R.E. MATH Statistical tables & algorithms...5,120 

Olafson, R.W. BIOC Structure-function studies on Leishmania surface membrane glycoproteins. 43,000 

Olesky, D.D. CSCI Combinatorial matrix analysis..10,000 

Owens, J.N. BIOL Conifer development & reproduction... 63,910 

Page, L.R. BIOL Gastropod morphogenesis as a model for studies of morphological evolution. 20,000 

Paul, D.H. BIOL Evolutionary innovation in a phyletically conserved neuronal network.....15,000 

Pearson, T.W BIOC Membrane molecules of African trypanosomes..•.65,000 

BIOC Orbital environmental shaker.8,542 

Phillips, J. MATH K-theory & extensions of C*-algebras relative to II factor.22,000 

MATH Canadian Operator Symposium, University of Victoria, May 26-30, 1993 .9,000 

Picciotto, C.E. PHYS Phenomenological studies of rare decays.10,000 

Podhorodeski, R.R MENG Design, analysis & implementation of n-branch parallel-chain manipulators.20,000 

Poll, J.D. PHYS Spectroscopy of intermolecular interactions.18,000 

Porac, C.K. PSYC Environmental influences & the development of hand & eye preference.17,000 

Pritchet, C.J. PHYS Structure & evolution of stellar systems.50,000 

PHYS Large Scale Structure in the Universe, University of Victoria, June 3, 1993.8,000 

Putnam, I.F. MATH Transformation Group C-algebras.28,000 

Qian, CJC W. CHEM Dynamics of photofragmentation & inelastic collision.40,831 

CHEM Equipment. 39,026 

Reed, W.J. MATH Stochastic & statistical methods in resource management.22,000 

Reimchen, T.E. BIOL Morphological & molecular analysis of adaptation & endemism in vertebrates on the Queen Charlotte Islands.19,332 

BIOL PCR unit & refrigerated centrifuge With: Levin, D.B.17,188 

Richardson, E.H. MENG Research on the design & mounting of optical systems.11 >000 

Ring, RA. BIOL Arctic insects, their seasonality & global change.14,274 

Roelants van Baronaigien, D. CSCI Combinatorial generation. 6,000 

Romaniuk, P.J. BIOC Structure RNA-protein complexes involved in bacterial translational repression. 42,600 

Ruskey, F. CSCI Generating combinatorial objects.20,000 

Serra, M. CSCI Algorithms for concurrent checking & system monitoring. 20,221 

Sherwood, N.M. BIOL Characterization of spawning pheromones in herring reproduction. 35,000 

Shpak, D.J. EENG Analysis & design of digital filters & array aperture functions.13,000 

Skelton, R.W PSYC Hippocampal synaptic plasticity in learning & recovery of function in the Morris water maze.17,000 

Sourour, A.R. MATH Operators on hilbert & banach spaces. 10,000 

Spino, C. CHEM Novel synthetic strategies for the efficient synthesis of quassinoids & steroids.30,000 

Srivastava, H.M. MATH 1. Orthogonal polynomials & basic hypergeometric series; 2. Geometric function theory & linear operators; 

3. Special functions & their applications.4,000 

Stepanenko, YA MENG Adaptive control of nonlinear dynamic systems with applications in robotics.30,000 

Stetson, EB. PHYS Age & chemical evolution of the galaxy With: Hesser, J.E.12,000 

Stobart, S.R. CHEM Multilayer poly (sila-olefin) assemblies: chemistry of supramolecular shell surfaces. 35,720 

Strauss, E.H. PSYC Studies on hemispheric organization.22,000 

Stuchly, M A. EENG Electromagnetics in medicine & biology...21,000 

Stuchly, S.S. EENG Applications of electromagnetics fields & waves. 54,000 

Tabarrok, B. MENG Computational mechanics.. • 44,000 

Trust, T.J. BIOC Bacterial S-layers.72,000 

BIOC Digital imaging system.•.16,115 

Tunnicliffe, V.J. CEOR The nature & origin of the deep-sea hydrothermal vent fauna.41,869 

Vahldieck, R. EENG Time-and frequency-domain simulation of electromagnetic fields in microwave & optical integrated circuits. 33,000 

VandenBerg, DA. PHYS The age profile of the stellar populations in the galaxy. 70,000 

Van den Driessche, P. MATH Combinatorial matrix analysis, deterministic models in epidemiology & population ecology. 20,000 

Van der Flier-Keller, E. GEOG Tectonic setting, relationship to coal geochemistry. 12,000 

van Emden, M.H. CSCI Software engineering for project 4.5 .35,859 

Vickers, G.W. MENG Integrated computer-aided manufacture.42,000 

Von Aderkas, R BIOL Haploid tissue culture of conifers.—.24,550 

Wadge, W CSCI Logical programming.18,000 

Wan, EC. CHEM Photogeneration & chemistry of reactive intermediates.58,810 

CHEM Picosecond laser With: Gough, T., Bohne, C.311,345 

Wang, Q. EENG Reliable wireless communications. 22,000 

Weaver, J.T. PHYS Modelling & inversion in geo-electromagnetic induction. 54,757 

Wegner, J.L. MENG Nonlinear wave propagation in elastomeric materials.22,000 

MENG International Union of Theoretical & Applied Mechanics Symposium on Nonlinear Waves in Solids, Victoria.8,000 

Whiticar, M.J. CEOR Molecular & isotope classification of volatile hydrocarbons & their fluxes between the geosphere & atmosphere.....33,000 

Zielinski, A. _ EENG Underwater accoustic communication navigation &c sensing.20,000 

TOTAL.$5,276,991 
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More research projects attract outside funding 


The following list, provided by the Office of Research Administration, includes recently 
members to support research andpublication efforts. 

name agency research project title 


announced grants to UVicfaculty 


AMOUNT 


ARTS AND SCIENCE 

BIOCHEMISTRY AND MICROBIOLOGY 

Nano, F. .B.C. Lung Association.Identification of Mycobacterium Genes Necessary for Growth in Macrophages 

B.C. Health Research Fndn.Microbiology. 

BIOLOGY 

Ashwood-Smith, M.Environment Canada. 

Choy, F..B.C. Health Research Fndn. 

Eastman, D.Environment Canada. 

Gregory, R.Ministry of Environment.... 

Hobson, L.Greater Victoria Water Dist. 

Sherwood, N.Archipelago Marine Res. Ltd 

CHEMISTRY 

Fyles, T..Environment Canada. 

EARTH AND OCEAN SCIENCE 

Barnes, C.R.Dept, of Fisheries & Oceans 

Yamazaki, H.Office of Naval Research. 

UBC/SSHRC.Ma nagin g the Competitiveness of Cdn. Air Carriers in an Increasingly Globalized Industry 

External Affairs and.German-Austrian Visit..... 

International Trade Canada 

Unnamed project. 

Coast Steel Fabricators Grad Student Bursaries.. 

RD3/LHC... 

Discourse Analysis of Trial Judgements in Sexual Assault Cases. 

Evaluation of Bicycle Safety Module of the Computer Assisted Traffic Safety. 


HISTORY 

McPherson, I.International Cooperative. 

PHYSICS AND ASTRONOMY 

Hesser, J.National Research Council. 

Lefebvre, M.Institute of Particle Physics. 

PSYCHOLOGY 

Bavelas, J.Ministry of Womens Equality 

SOCIOLOGY 

Koenig, D.ICBC... 


ECONOMICS 
Zhang, A. 

ENGLISH 

Scobie, S. 


Genotoxicity—Vancouver Harbour Sediments. 

Genetics. 

Thesis Report on the Impact of Raccoons in the Queen Charlotte Islands 

Terrestrial Salamanders. 

Historical Water Quality of Sooke Lake. 

Graduate Research. 

Continental Database for the Fraser River Ecosystem. 

Ocean Model/Data Verification & Communication. 

Mixing in the Upper Ocean... 


$18,000 

..27,000 


.4,500 

.43,996 

.4,000 

.800 

(2 yrs.) 40,000 

.2,000 


66,125 


(2 yrs.) 8,630 
.60,891 

.5,000 

..1,860 


..9,990 

..2,500 

10,000 

20,100 

..3,421 


EDUCATION 

Farragher, R.Education Technology.Bayside Middle School. 

Centre of British Columbia 

McIntosh, D.Canada Council.Arts Literacy in Canada Review. 

Van Gyn, G. &.Min. of Education, Min.Development of Resources for In Service and Preservice Physical Education Teachers to 

Gibbons, S.Resp. for Multiculturalism.Promote Gender Equity in the B.C. School System. 

& Human Rights 

COMPUTER SCIENCE . _ T AI 

Fellows, M.Los Alamos Laboratories.Math Education Reform and Science Popularization: The Los Alamos Megamath Project 

Miller, D.M.AS I Fellows...Transfer of Funds for Teaching Relief. 

ELECTRICAL AND COMPUTER ENGINEERING 

Kiffin, R.Institute of Ocean Sciences.Acoustic Detection of Fish. 

L u> w.Min. of Transp. & Hwys.Real Time Dimensioning System Development. 

MECHANICAL ENGINEERING . 

Barclay, J...Energy, Mines & Res. Canada.Development of Magnetic Refrigerants for Magnetic Liquefaction of Hydrogen. 

Richardson, E.H.National Research.Optical Study of an Adaptive Optics System.. 

& Dost, S. Council Canada 

Scott, d .Science Institute ofNWT.Production and Utilization of Electrolytic Hydrogen. 

HUMAN AND SOCIAL DEVELOPMENT 


25,900 

..3,500 

..6,876 


(US 2 yrs.) 12,800 
.N/A 


..(2 yrs.) 48,575 

..(2 yrs.) 65,000 

(2 yrs.) 168,000 
.14,000 

.40,000 


CHILD AND YOUTH CARE 

Barnes, G.Health and Welfare Canada 

Ricks, F..Childrens Initiative Fund... 

PUBLIC ADMINISTRATION 

Dobell, R.North American Institute... 

Harvard University. 


Personality and Drug Abuse.(2 yrs-) 38,819 

Ethics for Early Childhood Educators in BC.5,000 

Production of the Proceedings of the Ottawa Forum—Learning for Life, 1992 .(US) 9,000 

Social Learning in the Management of Global Environmental Risks.(US) 4,330 


TOTAL 


CDN $744,483 

US$26,130 


Continued from page 5 

WORLD WILDLIFE 
FUND CANADA 


Endangered Species Recovery 
Fund 

The purpose of the Endangered 
Species Recovery Fund (ESRJF) is to 
sponsor high-priority conservation 
projects to assist the recovery of 
endangered wildlife and their 
natural habitats in Canada. Wildlife 
is considerd here to be any non¬ 


domestic, plant or animal native to 
Canada. 

Value:V aries depending on project 

Duration: Varies 

Tenable: Canada 

Area of Study: Biochemistry, 

Microbiology, Biology, Geography 

Deadline: April 1, July 1, October 

1, and January 1 

Copies Required by Agency: Original 
plus ten copies 
Additional information and 
application forms are available from 
the Office of Research Administra¬ 


tion or contact: 

Endangered Species Recovery Fund 
Executive Director 
World Wildlife Fund Canada 
Suite 201, 60 St. Clair Avenue East 
Toronto, Ontario, M4T 1N5 
(416) 923-8173 
Fax: (416) 923-6177 


About the Research Bulletin 

The Research Bulletin is published as a supplement 
to The Ringxhize times a year, in September, 
January, and April. It is produced by Public Rela¬ 
tions and Information Services in conjunction 
with the Office of Research Administration. 

This issue of the Research Bulletin was edited, 
designed and laid out by Robie Liscomb with 
assistance from Tania Stiecheniuk. 
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Outstanding athletes 
recognized at 
Athletics banquet 


Chaplaincy secretary chosen to 
help Russian child start new life 



Boulden, wearing and displaying some of the souvenirs she brought home from Moscow. 


Members of UVic’s rowing and 
grass hockey teams dominated 
the 1993 Athletic Awards 
Banquet March 31 at the Prin¬ 
cess Mary Restaurant where 
honours were presented to the 
University’s outstanding athletes. 

Milena Gaiga of the Vikes 
women’s field hockey team was 
this year’s recipient of the 
President’s Cup, given annually 
to a varsity player demonstrating 
both academic and athletic 
excellence. The co-captain of 
team that won the national 
championship for the second 
straight year, Gaiga was also a 
member of Canada’s 1992 
Olympic field hockey team that 
played in Barcelona. Back in 
Canada, Gaiga was named a 
Canada West All-Star and a 2nd 
Team All-Canadian. 

Gaiga’s teammate and co¬ 
captain, Rochelle Low, was 
named Outstanding Player of the 
Year. Low was also played on 
Canada’s 1992 Olympic grass 
hockey team . In her five years as 
a Vike, she has led her team to 
five Canada West titles. Low was 


named the 1992-93 Canada West 
Player of the Year for her sport. 
She is presently enrolled in the 
honours program in Human 
Performance at UVic. 

The Robert Wallace Shield, 
awarded to the Rookie of the 
Year, was presented to Adam 
Parfitt of the men’s rowing 
team. Parfitt was a member of 
Canada’s Junior National 
Rowing Team for two years and 
competed at the World Champi¬ 
onships in both of those years. 
The Varsity 8 plus coxswain has 
gone undefeated in competition 
since Parfitt has been in the 
stroke seat. 

Outstanding Manager of the 
Year honours went to Peggy 
Abbott of the women’s rowing 
team. She has acted as team 
manager and as organizer of the 
Monster Erg competition and the 
Elk Lake Spring Regatta. Geoff 
Paynton was the winner of the 
Martlet Award, presented to a 
student who greatly contributes 
to the Athletics and Recreational 
Services Department. 


By Patty Pitts 

When UVic’s Interfaith Chap¬ 
laincy administrative secretary 
Judy Boulden signed on as a 
member of a Christian ministry- 
sponsored carelift to Russia last 
January, she had no idea that the 
trip would have a profound and 
lasting effect on her life. Return¬ 
ing from two winter weeks in 
Moscow, she is reliving her 
adventure through a series of 
lectures and navigating a sea of 
red tape to achieve a goal she 
hadn’t considered mere weeks 
ago—adopting a Russian child. 

“I think, God, you opened up 
this door so you must have a plan 
in mind,” says Boulden, a widow 
with two grown children. “If it’s 
to work, you must open the doors 
and windows for me.” 

Her adventure started inno¬ 
cently enough. Preparing dinner 
one Saturday evening, Boulden 
heard an announcement from the 
Dallas-based Campus Crusade 
for Christ seeking participants 
for an upcoming mercy mission 
to Russia. Boulden had heard the 
announcements before, but didn’t 
know the financial cost of joining 
the operation. When one of her 
dinner guests offered to sponsor 
her, Boulden called the Christian 
organization to discover that 
she’d beaten the registration 
deadline by just one day. 

The orientation packages she 
received offered linguistic and 
fashion tips. Despite the frigid 
Moscow winters, carelift women 
were urged not to wear slacks, so 
as not to offend the Christian 
Russian women. Boulden and 
others layered tights and thermal 
underwear under long skirts. 

Like the other members on the 
mercy mission, she only took one 
suitcase to the airport. 

“When we checked onto our 
flight in New York, each of us 
also carried a carelift box 
containing personal effects to 
distribute in Russia,” says 
Boulden, who believes that she 


was the only Canadian on the 
trip. “They’d been packed by 
people from all over the United 
States. Carrying the boxes 
aboard saved us about $10,000 in 
shipping.” 

Based in a behemoth Moscow 
hotel with a flourishing prostitu¬ 
tion trade, Boulden and her 
travellers spent their days on the 
street distributing Bibles and 
other religious books, translated 
into Russian, to eager and 
grateful recipients. They also 
assembled food packages in a 
Moscow warehouse and distrib¬ 
uted food and clothing at pre¬ 
selected schools, orphanages, 
churches, community centres and 
military bases. 

“The Russians are a very 
loving and very proud people,” 
says Boulden with obvious 
affection. “They were over¬ 
whelmed by the provisions we 
brought with us. Tears were not 
uncommon from men as well as 
women. It’s a hard life for them. 
In August, one U.S. dollar was 
worth 90 rubles. Now it’s worth 
over 600 rubles. Their money is 
worthless. It’s a very depressed 
country without very much 
hope.” 

It was at one of these distribu¬ 
tion centres that Boulden met the 
young woman who would 
change her life. She noticed that 
18-year-old Anna stayed at the 
centre all afternoon, long after 
she had received her food and 
clothing. At the end of the day, 
she invited Boulden and two co¬ 
workers to dinner later that week. 

“Anna and her brother-in-law 
came to get us,” says Boulden. 
“We spent an hour on the subway 
and then we walked some more 
before we got to their apartment. 
It was an eight by 10 foot room 
where Anna and her fiancee lived 
with Anna’s 16-year-old sister 
and two-year-old brother.” 

Boulden soon learned that 
there were six children in the 
family. Anna’s married sister 


lived elsewhere. Two other 
children had been placed in a 
state-run home when their 
parents abandoned their family. 
The evening meal was prepared 
in a communal kitchen. 

“We sat on the edges of the 
beds to eat off the table,” recalls 
Boulden. “They’d prepared a 
banquet. They probably spent a 
day in line-ups to buy the food 
and spent another day preparing 
it. It probably cost the equivalent 
of a month’s income.” 

There was enough English 
spoken for Boulden to learn of 
Anna’s fears for her youngest 
brother, Vitaly. It was increas¬ 
ingly difficult for her to look 
after him and Anna was worried 
that he’d also end up in a state- 
run home. She expressed hope 
that he could somehow go to 
America “where he would have 
hope.” 

On the subway back to her 
hotel, Anna’s brother-in-law 
peppered Boulden with more 
questions. After a sleepless night, 
she realized what had happened. 

“They were interviewing me,” 
she says emotionally. “It became 
clear that I had come to Moscow, 
not just to distribute food and 
clothing, but to adopt Vitaly.” 

Anna later told Boulden that 
she had “chosen” her from the 
workers in the distribution centre 
as the person who could best 
help Vitaly. Boulden spent her 
last day in Moscow learning as 
much as she could about Russian 
adoption procedures before 
returning home to Canada. 

Back behind her desk at the 
Interfaith Chaplaincy, Boulden is 
still surprised at the commitment 
she has made to the Russian 
family she met in Moscow, but 
she is determined to bring Vitaly 
to Canada. 

“It’s scary to be starting all 
over again, raising a child, but I 
feel that this is something I must 
do,” she says with resolve. “It’s 
as though this direction has been 
chosen for me.” 



Wayne Chambers of Buildings and Grounds plants one of more 
than 300 new heathers in UVic Finnerty Gardens. 

New heathers adorn Gardens 


On your next walk through the 
University of Victoria Finnerty 
Gardens, you will probably 
notice a bright new addition of 
heather, a popular evergreen 
plant known for its small bell¬ 
shaped flowers. 

Donated by the Victoria 
and District Heather Society 
(VDHS), the 300 new heathers 
were chosen for a wide range 
of bloom, colour and foliage. 

Mary Helmcken, president 
of the VDHS, says the UVic 
Finnerty Gardens, located 
adjacent to the Interfaith 
Chapel on the southwest edge 


of the campus, will be a good 
home for the new heaths, as 
the plants like acidic soil and 
do well with lots of sunlight. 

Heathers require little 
maintenance. Some of the 
species were chosen for their 
ability to spread to provide 
attractive ground cover, while 
others will grow upright to 
varying heights. Several tree 
heaths will grow to six feet in 
height. 

The heathers were planted 
in four sites within the UVic 
Finnerty Gardens by Buildings 
and Grounds staff last week. 
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Remember When ... 
Books and coffee were 

By Trudy Martin, Manager, UVic Bookstore 
In 1970 the University had an approximate 
enrollment of 5,000 students. The Bookstore had 
6,000 square feet of space at its disposal, a 3,400 
square foot upstairs sales floor and a 2,600 square 
foot downstairs storage and receiving area. This 
was less than half of what we occupy now. There 
was no shelving downstairs. Books and goods 
were stored in boxes. 

Next to the Bookstore was an open-ended mall 
leading in from the parking lot. Our neighbors on 
the mall were a CNIB-run cafeteria, a drugstore 
(leased by Dalby’s Drugstore from Cadboro Bay) 
and, of course, the owners of the building, the 
Bank of Montreal who then operated in the area 
now occupied by the Co-op Office. 

In those days Vera Dilba reigned in the cafete¬ 
ria and the Bookstore staff popped over regularly 
to meet friends and customers at this wonderfully 
convenient and cozy place. I believe coffee cost a 
quarter and a bacon and tomato sandwich was 75 
cents. The cafeteria closed for the summer when 
there was not enough business and remained 


, 1993 
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both much cheaper! 


closed through September when the space was 
needed for a Bookstore overflow area. Eventually 
the Bookstore took over the cafeteria, converting it 
to retail clothing space, and the drug store became 
the current post office, card shop and toiletries area 
of the Bookstore. When the Bank of Montr6al 
closed its campus branch in the early 80s, it turned 
its building over to UVic. 

Time at the University passes quickly. It amazes 
me when I meet former students from the early 70s 
who are now middle-aged moms and dads. I don’t 
feel different! True, the University is bigger and 
busier, the trees and bushes have grown a lot, and 
new buildings and programs have sprung up, but 
the average age of people around me is about the 
same and the fresh energy from our student em¬ 
ployees and customers makes us all feel young. 

In the 70s there were always new projects to get 
excited about. From the Bookstore’s perspective, 
this is now especially true of the 90s. I feel privi¬ 
leged to be part of such a vibrant community. 



Demonstrating their national-award-winning apparatus for cleaning the wheels of wheelchairs are, 
standing left to right, Dr. Ged McLean (Mechanical Engineering), UVic Engineering grad Norm 
Fisher\ and fourth-year Mechanical Engineering students Randy Lamb, Dean Curry, Thomas 
Congdon, and (seated in the chair) Mark Ellens. 


Engineering students win 
national design competition 


By Robie Liscomb 

Four fourth-year Mechanical 
Engineering students brought 
home a first prize from the 
Canadian Engineering Competi¬ 
tion held in Halifax from March 
19-21. The four—Thomas 
Congdon, Dean Curry, Mark 
Ellens and Randy Lamb—took 
first place in the Entrepreneurial 
Design category and were 
presented with the Social 
Awareness Award as well. Three 
other UVic Engineering stu¬ 
dents—Tony Antoniou, Dave 
Garrison, and Kaldean Brown— 
also competed in the categories 
of Corporate Design and Edito¬ 
rial Communications. 

The winning project was a 
device that cleans the wheels of 
wheelchairs. It began as a class 
project last year in a course 


taught by Dr. Ged McLean 
(Mechanical Engineering). The 
wheel cleaner is a pair of ramps 
fitted with nylon rollers and 
sections of vacuum cleaner 
beaters that rotate and brush mud 
and dirt from the wheels. “It’s a 
unique device,” says McLean, 
who thinks that it has commer¬ 
cial potential. 

About 70 engineering stu¬ 
dents from across Canada took 
part in the competitions—all of 
whom had previously qualified in 
regional competitions. This was 
the first year in which UVic 
fielded teams on the regional and 
national levels. 

The four members of the 
winning Entrepreneurial Design 
team are all enrolled in the 
Engineering Management Option 
with the School of Business, 


which enables Engineering 
students to take a term of 
Business School courses in lieu 
of a co-op work term placement. 
They are donating their $2,000 in 
winnings to an endowment fund 
to ensure that future engineering 
students will have funding to 
travel to such competitions. 

The UVic students were able 
to attend the Halifax competi¬ 
tions this year with financial 
support from the Advanced 
Systems Institute of B.C., the 
Association of Professional 
Engineers and Geoscientists of 
B.C., the Faculty of Engineering, 
the Departments of Electrical and 
Computer Engineering and 
Mechanical Engineering, the 
UVic Alumni Association, and 
the UVic Engineering Students’ 
Society. 


Policy on Infectious Diseases 

—invitation for Submissions 

An ad hoc President’s Committee has been created to consider 
whether the University needs a policy on infectious diseases 
that may either be life threatening or have serious long-term 
adverse medical consequences and, if a policy is needed, to 
provide Dr. Strong with a draft policy by August 31, 1993. The 
Committee will review the current policy on AIDS in the light 
of the knowledge and experience that has been gained since the 
AIDS Policy was adopted in and the Committee will consider 
whether the AIDS policy should be revised and incorporated in 
an overall policy on infectious diseases. 

During the next month, the Committee will be soliciting 
information from a variety of sources and collecting compara¬ 
ble policies from other universities. The Committee wishes to 
hear from members of the University Community who have 
information that may be helpful to the Committee or who have 
concerns that they wish to bring to the attention of the Commit¬ 
tee. 

Written material or submissions should be sent to the Chair of 
the Committee, Professor Lyman Robinson, Faculty of Law. 
However, any member of the Committee will be pleased to 
respond to inquiries or receive information. 

The Committee will be circulating its proposed recommenda¬ 
tions and inviting comment on them before submitting them to 
the President. 

Committee Membership: 

Professor Lyman Robinson (Chair), Faculty of Law 
Sheila Sheldon Collyer, University Secretary 
Daphne Donaldson, Acting Manager, Occupational 

Health & Safety 

Jim Griffith, Director of Student Services 

Dr. Terry Pearson, Department of Biochemistry & Microbiology 

Dr. J.E. Petersen, University Health Services 


Near tragedy brought spiritual 


renewal for new 

By Robyn Butler 
As a young girl in the 1950s, 
Karen Knaus Fast dreamed of 
being a minister’s wife. Instead, 
she became a minister herself, 
but not without some spiritual 
setbacks and heart-breaking 
disappointments along the way. 

“I was always interested in 
spiritual matters,” says the new 
Anglican Deacon with UVic’s 
Interfaith Chaplaincy. “I be¬ 
longed to a youth group when I 
was a teenager.” 

Bom in Colorado, Fast moved 
to Toronto during the Vietnam 
war and became a Canadian 
citizen. She graduated in the 60s 
with a bachelor of arts degree 
and went on to teach academic 
writing at York University in 
Toronto. Fast interrupted her 
teaching career to raise two 
children. Then, in her thirties, her 
life took a near tragic turn. 

She nearly lost an arm in a 
bicycling accident, she fought a 
successful battle with cancer and 
then her marriage ended. That 
was “the final straw” says Fast 
that led her to re-examine her 
own spirituality and her early 
life. 

“I looked back to when I was 
in university and I had taken 
courses in early church history 
and comparative religion,” she 
recalls, “but I didn’t think that I 
could pursue that in any discipli¬ 
nary way.” 

Fast’s new outlook led her to 
the Vancouver School of Theol¬ 
ogy, where she completed her 
Masters of Divinity in 1991. She 
became an ordained deacon the 
same year. Her first appointment 
was with an Anglican parish on. 


deacon 

Saltspring Island where she lived 
for a year and a half before 
coming to the Interfaith Chap¬ 
laincy in February. 

“Few people think about 
being intentional in their rela¬ 
tionship with God,” she says. 
now. “Not until I was ready did I 
perceive God calling me into a 
relationship. Because of my life 
experience, I then became 
intentional with my spiritual 
journey.” 

UVic brings new dimension 
to Fast’s career. “It’s a challeng¬ 
ing environment here on the 
campus since many people don’t 
focus on their spiritual identity. 
They are less inclined to consider 
a relationship with God while 
they’re working toward their 
degree. It’s challenging to 
articulate a relationship with the 
Divine for those in a university 
community.” 

Fast sees her role of deacon 
as a bridge between the church 
and the campus. She spends one 
quarter of her working time at St. 
George’s Anglican Church in 
Cadboro Bay. Not yet a priest, 
Fast finds that her temporary 
position of deacon frees her to 
focus more on the teaching, 
preaching and pastoral roles of a 
minister, but she is quick to point 
out that she does not compete 
with UVic’s Counselling Serv¬ 
ices. 

Says Fast, “My office door is 
open to those wanting a friend or 
a listening ear, or the perspective 
of someone who has seen a lot of 
life and who continues to be 
challenged by the mysteries of 
God.” 
















the Ring, April 13,1993—7 


Bureau invites new speakers 
to join 1993-94 season 


The Speakers Bureau is drawing 
to the close of another busy year, 
with more than 274 speeches 
given to community organiza¬ 
tions and groups by the end of 
March. 

The Bureau extends its thanks 
to its participating voluntary 
speakers and hopes that they will 
continue their membership in the 
coming year, says Evelyn 
Samuel, Director of Public 
Relations & Information Serv¬ 
ices. 

Members of the UVic faculty 
and professional staff who are 
not members of the Bureau are 
invited to join for 1993-94. If 
you would like to join the bureau 
and have not received the 
membership forms now being 
distributed, please contact 
Bureau secretary Mandy Crocker 
at local 8587. 

Bureau members who spoke 
to community groups and 
organizations during late Febru¬ 
ary and March, and their topics 
and the groups addressed, are: 

FEB: Dr. John Climenhaga, 

Astronomy , Femwood Seniors 
Autumn Glow Society; Dr. 
James McRae, U.SJCanada 
Free Trade Agreement , Canadian 
Institute of International Affairs. 

MARCH: Prof. Gerry 
Ferguson, Euthanasia , Cordova 
Bay Kiwanis; Dr. Ian Cameron, 
Whole Language & Phonics in 
Reading Instruction , Shoreline 
Community School; Mr. Geoff 
Young, City of Victoria Local 
Issues , School District #62; Dr. 
Sandy Briggs, Mountaineering 
on Vancouver Island, School 
District #62; Dr. Reginald 
Mitchell, How Letter Grades are 
Determined? Dunsmuir School 
Parent Advisory Committee; Dr. 
Byron Ehle, Computer Science 
& the 3R's, Lighthouse Christian 
Academy; Dr. Richard 
Williams, Science in the Year 
2000 , Lighthouse Christian 
Academy; Dr. Patricia Roy, 
Political History ofB.C. in 
Cartoons, Lady Laurier Club; 
Beverley Glover, New Zealand, 
Oak Bay Lodge Adult Day Care 
Centre; Dr. Lauri Gilchrist, 
Unlearning Racism, New 
Dimensions Alternative School; 
Marilyn McCrimmon, Stress 
Management, New Dimensions 
Alternative School; Dr. Margie 
Mayfield, Educational Toys from 
the Kitchen and Basement, 
Femwood Community Centre; 
Ms. Marilyn Jackson, Geriatric 
Rehabilitation, The Kensington; 
Ms. Marilyn McCrimmon, 
Stress Management, VIRC 
Centre; Dr. Elizabeth 
Archibald, Women in the Middle 
Ages, Parkwood Retirement 
Residence; Dr. Werner Liedtke, 
Changes in Mathematics Educa¬ 
tion, Margaret Jenkins Parent’s 
Advisory Group; Mr. Paul 
Chamberlain, Shakespeare's 
Globe, Kiwanis Club of Saanich; 
Beverley Glover, Australia, 
Somerset House; Kathryn 
Jardine, Psychological Health 
During Transition, VIRC Centre; 
Beverley Glover, New Zealand, 


Oak Bay Kiwanis Seniors; Dr. 
Alan Drengson, Philosophy of 
History , Berwick House; Dr. Ian 
MacPherson, Settling the West, 
The Kensington; Dr. Ian 
MacPherson, Settling the West, 
Hart House Rest Home; Mr. 
Geoff Young, City of Victoria 
Local Issues, Y’s Mens Service 
Club; Ms. Beverley Glover, 
Flowering & Pollination, 
Femwood Senior’s Autumn 
Glow Society; Dr. Margot 
Wilson—Moore, Women in 
South Asia, Cubbon Adult Day 
Care Centre; Dr. Don Knowles, 
Children ’s Imaginative Abilities, 
Oak Bay Family Group; Dr. 
Michael Miller, The Science in 
Computer Science, Oak Bay 
Kiwanis Seniors; Dr. Martin 
Hocking, Art & Science of Paper 
Making, Victoria Schizophrenic 
Support Society; Dr. Alan 
Drengson, Environmental 
Philosophy, Victoria Schizo¬ 
phrenic Support Society; Dr. 
Kathy Montgomery, Canadian 
Study on Health & Aging, 
Berwick House; Dr. Chris 
Garrett, The World's Highest 
Tides, Kiwanis Club of Saanich; 
Dr. Cary F. Goulson, As Others 
See Us, Capital City Executive 
Association, Mr. Andrew 
Armitage, Child Welfare, 
Kiwanis Club of Victoria Golden 
K; Dr. Barbara Harris, Etymol¬ 
ogy—The Fascination of Words, 
Juan de Fuca Hospital Society; 
Dr. Patrick von Aderkas, 

Edible History of Fiddle heads, 
Juan de Fuca Hospital Society; 
Ms. Sheila Devine, Human 
Rights Issues, Oak Bay Kiwanis 
Pavilion; Dr. Orville Elliot, 
Memories of Czarist Russia — 
Traditions in Art & Art Patron¬ 
age Part I, Oak Bay Lodge; Mr. 
Paul Chamberlain, 1985 N.Y. to 
Paris Air Race, Somerset House; 
Dr. Michele Pujol, Women in the 
Labour Force, William Head 
Institution. 

APRIL: Dr. Micaela Serra, 

Technological Solutions to 
Environmental Problems, 

Kiwanis Club of Saanich; Dr. 
James London, Educational 
History, The Kensington; Prof. 
Cheryl Crane, Human Rights, 
Kiwanis Club of Victoria; Dr. 
Robert McCue, Early Modem 
European History, Goward 
House Society; Prof. Andrew 
Pirie, Dispute Resolution: 

Theory & Skills, Oak Bay 
Kiwanis Seniors; Dr. David 
Docherty, Physical Activity and 
Young Children, Oak Bay Family 
Group; Beverley Glover, 
Australia, Bayside Middle 
School; Beverley Glover, A 
Naturalist at 3 Volcanic Sites, 

Y’s Mens Service Club; Paul 
Chamberlain, Shakespeare's 
Globe, Beacon Hill Villa; Dr. 
Werner Liedtke, Changes in 
Mathematics Education, Mari¬ 
gold Parents Auxiliary; Howard 
B. Gerwing, The History of the 
Book, Berwick House; Craig 
Houghton, Musical Perform¬ 
ance, Victoria Schizophrenic 
Support Society. 



Rhododendron praevernum in full bloom, reflected in a pond in UVic Finnerty Gardens. 


What's blooming at UVic? 

A wide variety of trees, shrubs, rhododendrons, Making a visit to the Gardens especially 


perennials and bulbs continue to make a beautiful 
floral display in the University of Victoria 
Finnerty Gardens, located adjacent to the Inter¬ 
faith Chapel. Every few days brings out some¬ 
thing new, making several visits each week a 
rewarding experience. 

Currently, the garden is being groomed to 
look its best for the upcoming Spring Garden Tea 
& Tour on April 18, from 1 p.m. to 4 p.m. 


worthwhile are the magnificent Magnolia 
‘Elizabeth’, the rare yellow magnolia, the many 
forms and colours of the rhododendron species 
and hybrids now reaching their peak, the 
unusual bright orange Berberis lineafolia, the 
red, pink, yellow and white blooms of the low- 
growing Epimediums and the bright reddish- 
orange multi-floral tulip Praestaus fusillier. 
Visitors won’t be disappointed! 



Dr. Claude Spino (Chemistry) has been 
awarded a “Bio-Mega/Boehringer 
Ingelheim Young Investigator Award” 
by Bio-Mega of Laval, Quebec. These 
awards, consisting of $10,000 and sub¬ 
ject to renewal for more than one year, 
are given to encourage the advance¬ 
ment of basic research in Canadian 
universities. Selection criteria are past 
scientific realizations and the quality of 
research proposals. 



visit schools to promote interest in sci¬ 
ence to younger students. Also, as part 
of this program, Dr. Cornelia Bohne 
(Chemistry) recently presented Chem¬ 
istry Magic to students at Doncaster 
Elementary. 


Gerald King, Arts in Education, re¬ 
cently coordinated the 8th Annual UVic 
Bandfest sponsored by the School of 


Music. Forty junior high and senior high 
school bands representing over 2,500 
students were on campus performing 
at the UVic Centre March 3,4,5 this 
year. King recently returned from Or¬ 
egon where he critiqued and evaluated 
conductors of performing ensembles at 
the 11th Annual Lewis and Clark Col¬ 
lege Invitational Band Festival. The 
conductors and their ensembles repre¬ 
sented the states of Washington, Or¬ 
egon, Idaho, and California. 



Dr. Brock Smith (School of Business) 
is a co-winner of the 1992 Academy of 
Marketing Science (AMS) Doctoral Dis¬ 
sertation Competition for his disserta¬ 
tion Horizontal Selling Alliances: The 
Effect of Organizational Distance and 
Mutual Trust on Dyadic Working Rela¬ 
tionships. Smith received his PhD from 
the University of Western Ontario last 
year. He will receive his award at the 
1993 AMS Annual Conference May 26 
to 29 in Miami Beach, Florida. 


Dr. Walter Balfour (Chemistry), on 
March 6 at the Nellie McClung and 
Central Libraries, demonstrated Chem¬ 
istry for Kids to 6 - 10 year olds. The 
youngsters were invited to help solve a 
chemical mystery through exciting ex¬ 
periments. As part of the Chemistry 
Department’s ongoing involvement in 
the B.C. Science World. “Scientists and 
Innovators in the Schools” program, a 
number of faculty and staff regularly 


Service offered for ended beginnings 


UVic’s Interfaith Chaplaincy is 
holding a special memorial 
service, “Ended Beginnings,” for 
people who have experienced the 
loss of a child through miscar¬ 
riage, terminated pregnancy, 
stillbirth, accident or illness. The 
service April 17 at 7:30 p.m. in 
UVic’s Interfaith Chapel is non- 


denominational and is open to 
people of all beliefs and religious 
traditions. 

Those attending are asked to 
bring a pen, envelope and note 
paper along with a candle and a 
holder. For further information 
contact Sam Lucier at the 
Interfaith Chaplaincy at 721- 
8338. 


Improve your powerwalk at clinic 


Join Sian Spacey, former Na¬ 
tional level race walking com¬ 
petitor, and learn the techniques 
and benefits of power walking. 
There will be a clinic on May 1 
from 10 a.m. to 3 p.m. in the 
apparatus gym in the McKinnon 
building. The one day workshop 
will include an analysis of your 
style, training programs, tech¬ 
nique discussion, stretching 


exercises, proper shoe selection, 
and related topics. 

The cost is $20 for staff, 
students, and faculty and $25 for 
community members. Lunch is 
included courtesy of Subway 
Sandwiches and Salads. Partici¬ 
pants are advised to wear 
appropriate footwear and loose 
clothing. 
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All events are free unless otherwise indicated. Submission deadline for the next issue is April 16. 

A Athletics E Exhibitions F Films L Lectures M Music R Recreation 
T Theatre W Workshops & Conferences O Other 


Continuing 

E Visual Arts Graduate students 
work. To April 27. Maltwood 
Gallery & Museum. Info 721-8298. 

E Visual Arts Graduate students 
work. To 1st week in May. 
McPherson Library Gallery. Info 
721-8298. 

O 12:30 p.m. Muslim Prayers. Every 
Friday. Interfaith Chapel. Info 721- 
8338. 

O 4:00 p.m. Islamic Teaching 
Series. Last Sunday of every 
month. Interfaith Chapel. Info 721- 
8338. 

Tuesday, April 13 

F 12:00 & 1:00 p.m. Men & Women: 
Partners at work. Sedgewick Cl68. 
Info 721-8085 (Human Resources). 

F 7:15 & 9:15 p.m. Satmonberries 
(Ger, 1991) Percy Adlon. $3.75- 
$5.75 at door. SUB Theatre. Info 
721-8365. 

Wednesday, April 14 

L 10:30 a.m. On the Performance of 
Trellis Coded 8PSK with Reed 
Solomon Codes. Yasuo Harada, 
M.A.Sc. Candidate. EOW 430. Info 
721-7970 (Graduate Studies). 

L 2:00 p.m. Bilingual Acquisition and 
Metalinguistic Development: A 
Study in Context. Norman Bendle, 
M.A. Candidate. Clearihue B415. 
Info 721-7970 (Graduate Studies). 

L 2:00 p.m. Europe or Empire? 

Gould Francis Leckie and British 
International Policy During the 
Napoleonic Wars. Jonathan 
Douglas Hawkins, M.A. Candidate. 


George & Ida Halpern Ctr. 112. 
Info 721-7970 (Graduate Studies). 

L 3:00 p.m. Univalent Engineering 
Systems. Dr. Fazlollah Reza, 
Concordia University. Lansdowne 
Lecture. EOW 430. Info 721-8614 
(Electrical & Computer Engineer¬ 
ing). 

F 7:00 & 9:15 p.m. A Zed and Two 
Naughts (GB, 1985) Peter 
Greenaway. $3.75-$5.75 at door. 
SUB Theatre. Info 721-8365. 

Thursday, April 15 

E 10:00 a.m. The Victoria Science 
Experience. An Exhibition of 
Design Prototypes. To April 19. 
Maltwood Gallery & Museum. Info 
721-8922. 

L 3:00 p.m. Engineering Approxima¬ 
tions. Dr. Fazlollah Reza, 
Concordia University. Lansdowne 
Lecture. EOW 430. Info 721-8614 
(Electrical & Computer Engineer- 
ing). 

F 7:00 & 9:15 p.m. Used People 
(USA, 1992) Beeban Kidron. 
$3.75-$5.75 at door. SUB Theatre. 
Info 721-8365. 

M 7:30 p.m. David Meece Concert. 
$11 -$13 at Christian Book & Music 
store. University Centre Audito¬ 
rium. Info 721-6561. 

Friday, April 16 

W 9:15 a.m. The Enlightenment: 
Cross-Cultural Perspectives. To 
April 18. Senate Chambers. Info 
721-6271 (Humanities Ctr.). 

L 1:00 p.m. Early Women Economic 
Historians. Dr. Maxine Berg, U. of 


Warwick. Clearihue B115. Info 
721-7378 (Women’s Studies). 

F 2:30 & 7:00 & 9:25 p.m. A River 
Runs Through It (USA, 1992) 
Robert Redford. $3 matinee, 
$3.75-$5.75 at door. SUB Theatre. 
Info 721-8365. 

L 3:00 p.m. An S-coordinate Ocean 
Circulation Model and Its Applica¬ 
tion to CCS for Cross-shelf and 
Surface Mixing. Dr. Yuhe Song, 
Rutgers University. Clearihue 
A215. Info 721-6120 (Earth & 
Ocean Sciences). 

O 7:00 p.m. Annual CAVI Spring 
Party. $6. Clearihue C305. Info 
721-8514 (Classics). 

L 8:00 p.m. The Tale of Troy Re- 
Told. Professor John Luce. Super 
Series Lecture. $9-$14 at Univer¬ 
sity Centre & McPherson box 
offices. University Centre Audito¬ 
rium. Info 721-8480. 

F 11:45 p.m. The Meaning of Life 
(GB, 1983) Terry Jones. $3.75- 
$5.75 at door. SUB Theatre. Info 
721-8365. 

Saturday, April 17 

F 2:30 & 7:00 & 9:25 p.m. A River 
Runs Through /f (USA, 1992) 
Robert Redford. $3 matinee, 
$3.75-$5.75 at door. SUB Theatre. 
Info 721-8365. 

O 6:30 p.m. Community Leadership 
Awards dinner. $25 at Public 
Relations. University Centre 
Cafeteria. Info 721-8587. 

O 7:30 p.m. Ended Beginnings. For 
people who have experienced the 
loss of a child. Non-denominational 
Interfaith Chapel. Info 721-8338. 


M 8:00 p.m. Arion Choir. $9 at UVic 
Ctr. box office. University Centre 
Auditorium. Info 721-6561. 

F 11:45 p.m. The Meaning of Life 
(GB, 1983) Terry Jones. $3.75- 
$5.75 at door. SUB Theatre. Info 
721-8365. 

Sunday, April 18 

O 10:00 a.m. 1993 Vancouver Island 
Science Fair. To April 19. Elliott 
Lecture Wing. Info 721-7159 
(Chemistry). 

O 1:00 p.m. Spring Garden Tea & 
Tour. UVic Finnerty Gardens, 
adjacent to the Chapel. Info 721- 
7636. 

F 7:15 & 9:15 p.m. Chocolat( Fr, 
1989) Claire Denis. $3.75-$5.75 at 
door. SUB Theatre. Info 721-8365. 

Monday, April 19 

F 7:00 & 9:30 p.m. Hoffa (USA, 

1992) Danny Devito. $3.75-$5.75 
at door. SUB Theatre. Info 721- 
8365. 

Tuesday, April 20 

F 7:15 & 9:00 p.m. My Father is 
Coming (Ger/USA, 1991) Monika 
Treut. $3.75-$5 75 at door. SUB 
Theatre. Info 721-8365. 

Wednesday, April 21 

O 6:30 p.m. President’s Council 
dinner. University Centre Cafeteria. 
Info 721-6561. 

F 7:00 & 9:15 p.m. The Draughts¬ 
man’s Contract ( GB, 1982) Peter 
Greenaway. $3.75-$5.75 at door. 


SUB Theatre. Info 721-8365. 

Thursday, April 22 

F 7:00 & 9:15 p.m. Sarafina (S. 
Africa, 1992) Darrel James Roodt. 
$3.75-$5.75 at door. SUB Theatre. 
Info 721-8365. 

Friday, April 23 

L 10:30 a.m. Visualization of 
Mathematical Models of Biological 
Structures and Processes. Dr. 
Przemyslaw Prusinkiewicz, U. of 
Calgary. HSD A240. Info 721-7209 
(Computer Science). 

F 2:30 & 7:10 & 9:00 p.m. Aladdin 
(USA, 1992) John Musker/Ron 
Clements. $3 matinee, $3.75-$5.75 
at door. SUB Theatre. Info 721 -. 
8365. 

F 11:00 p.m. Star Trek VI: The 
Undiscovered Country (USA, 1992) 
Nicholas Meyer. $3.75-$5.75 at 
door. SUB Theatre. Info 721-8365. 

Saturday, April 24 

W 8:00 a.m. Women to Women. A 
Focus on Health. Registration 
required. $47 at MacLaurin Lobby. 
Info 721-8470 (Conference Office). 

T 2:00 & 8:00 p.m. The Jungle 
Book. $4-$10 at UVic Ctr. box 
office. University Centre Audito¬ 
rium. Info 721-6561. 

F 2:30 & 7:10 & 9:00 p.m. Aladdin 
(USA, 1992) John Musker/Ron 
Clements. $3 matinee at door. 

SUB Theatre. Info 721-8365. 

F 11:00 p.m. Star Trek VI: The 
Undiscovered Country (USA, 1992) 
Nicholas Meyer. $3.75-$5.75 at 
door. SUB Theatre. Info 721-8365. 


Sly scientist entices youngsters to 


study science 


“In the younger grades, 
they’re often being exposed to 
chemistry for the first time,” 
admits Bohne, “but sometimes 
the grade 6 students have 
questions about career possibili¬ 
ties. I’m amazed at the amount of 
detail that one class wanted to 
learn about my work. They 
wanted to know how long it took 
me to build a laboratory and how 
long it took to do a research 
project. They’re very curious.” 

The success of the school 
visits has some scientists making 
return engagements to Greater 
Victoria classrooms. A recent 
presentation at the main branch 
of the Victoria library by Dr. 
Walter Balfour attracted so much 
attention that it was full after 
only one day of registration. 

Later this month, the roles are 


reversed when young scientists 
from throughout Vancouver 
Island leave their classrooms an< 
come to UVic. Once again the 
Elliott lecture wing is the site of 
the Vancouver Island Regional 
Science Fair from April 17 to 19 
The public is invited to view the 
students’ work from 10 a.m. to 
3:30 p.m. on April 18 and from 
10 a.m. to 1:30 p.m. on April 19 
Perhaps some of this year’s 
award-winners are the result of 
an early mentor who visited theii 
classroom to demonstrate the 
magic of science. 

“Their curiosity at that age is 
such that we should have an 
influence,” insists Bohne. “We 
can show that science as a career 
opportunity exists.” 
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crystallographer with the chemis¬ 
try department, is a sly scientist. 
Serious chemistry is presented as 
a hands-on show. The youngsters 
are amazed and entertained and 
science becomes an attractive 
study option. 

It’s all part of Scientists in the 
Schools, a program operated 
through Vancouver’s Science 
World. UVic’s Department of 
Chemistry is one of the pro¬ 
gram’s most active campus 
participants. In the past year, 
faculty members, lab instructors 
and professional staff have made 
25 presentations in schools and 
libraries throughout Southern 
Vancouver Island. 

“We want to show the kids 
what chemistry is,” says Dr. 
Cornelia Bohne (Chemistry) the 
department’s program co¬ 
ordinator. “We work with 
children. We don’t just present 
something.” 

Beveridge’s students take 
great delight in watching the 
effect water has on dry ice. They 
line up for the opportunity to 
freeze flowers in liquid nitrogen 
and then shatter the brittle 
blossoms on the classroom floor. 
Beveridge and her colleagues 
hope the showmanship they 
present in the classroom trans¬ 
lates to a long-term interest in 
science. 


Research will assist 

Disabled kayak enthusiasts will 
have the freedom to enjoy their 
sport at the elite level if research 
by leisure studies students is 
successful. A $5,500 award 
through the Ministry of Ad¬ 
vanced Education, Training and 
Technology’s Student Design 
Challenge will assist the students 
to develop a voice-activated 
rudder-steering device. 


disabled kayakers 

The project involves linking a 
microphone unit to a step motor 
that moves the kayak rudder at 15 
degree increments. Rudder motion 
is usually controlled by the 
kayaker’s feet—an impossibility 
for athletes with lower-body 
impairments. This project is a 
joint effort between the Victoria 
Integration Society and UVic’s 
Physical Education Department. 



Smoking ice draws the rapt attention of students at Doncaster 
Elementary when Kathy Beveridge demonstrates the properties of 
dry ice as part of the Science in the Schools program . 


By Patty Pitts 
Sporting a jaunty bow tie and a 
wild two-toned jacket, Kathy 
Beveridge bears no resemblance 
to a lab-coated scientist as she 
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prepares experiments in front of 
a classroom full of impatient 
students at Doncaster Elemen¬ 
tary. The effect is intentional. 
Beveridge, a service 













